Approved for release by ODNI on 3-28-2017, FOIA case DF-2016-00165. 


(b)(3), (b)(5) for all redactions in the "Venue" column. 


Requester 


Subject 


PR-2010-0001 


PR-2010-0002 

PR-2010-0003 

PR-2010-0004 

PR-2010-0005 

PR-2010-0010 

PR-2010-0006 

PR-2010-0007 

PR-2010-0008 

PR-2010-0009 

PR-2010-0011 

PR-2010-0012 

PR-2010-0013 

PR-2010-0014 

PR-2010-0015 

PR-2010-0016 

PR-2010-0017 

PR-2010-0018 

PR-2010-0019 

PR-2010-0020 

PR-2010-0021 

PR-2010-0022 

PR-2010-0023 

PR-2010-0024 

PR-2010-0025 

PR-2010-0026 

PR-2010-0027 

PR-2010-0033 

PR-2010-0028 

PR-2010-0029 

PR-2010-0030 

PR-2010-0031 

PR-2010-0032 

PR-2010-0034 

PR-2010-0035 

PR-2010-0036 


Venue 

Docs 

Pgs 

Date Rec. 

Date Resp. 

Recommendation 

2 Presentations 

2 

68 

29-Sep-09 

l-Oct-09 

Approved-No Issues 

Paper (revised copy snt 12/30/09 
approved 1/4/10) 

1 

11 

17-Sep-09 

l-Oct-09 

Approved-No Issues 

Paper 

1 

1 

l-Oct-09 

l-Oct-09 

Approved-No Issues 

Paper 

1 

2 

l-Oct-09 

l-Oct-09 

Approved-No Issues 

Presentation 

1 

16 

29-Sep-09 

l-Oct-09 

Approved-No Issues 

Article 

1 

2 

28-Sep-09 

l-Oct-09 

Approved-No Issues 

Paper 

1 

1 

5-Oct-09 

5-Oct-09 

Approved-No Issues 

Manuscript 

1 

18 

5-Oct-09 

5-Oct-09 

Approved-No Issues 

Documents 

2 

15 

5-Oct-09 

5-Oct-09 

Approved-No Issues 

Paper 

1 

31 

5-Oct-09 

5-Oct-09 

Approved-No Issues 

Paper 

1 

2 

16-Sep-09 

5-Oct-09 

Approved-No Issues 

Syllabus 

1 

13 

23-Sep-09 

5-Oct-09 

Approved-No Issues 

Article 

1 

2 

7-Oct-09 

7-Oct-09 

Approved-No Issues 

Paper 

1 

2 

8-Oct-09 

8-Oct-09 

Approved-No Issues 

Paper 

1 

3 

8-Oct-09 

8-Oct-09 

-■ 

A Management Maturity Assessment 
of the Intelligence Community 
Enterprise Architecturel 

1 

55 

8-Oct-09 

8-Oct-09 

Approved-No Issues 

Brief 

3 

0 

8-Oct-09 

8-Oct-09 

Approved-No Issues 

Paper 

1 

2 

13-Oct-09 

13-Oct-09 

Approved-No Issues 

Paper 

1 

2 

13-Oct-09 

13-Oct-09 

Approved-No Issues 

Paper 

1 

1 

13-Oct-09 

13-Oct-09 

Approved-No Issues 

DVD 

1 

0 

13-Oct-09 

13-Oct-09 

Approved-No Issues 

Slide show for students 

1 

45 

13-Oct-09 

13-Oct-09 

Approved-No Issues 

Paper 

1 

2 

14-Oct-09 

14-Oct-09 

Approved-No Issues 

Paper 

1 

3 

14-Oct-09 

15-Oct-09 

Approved-No Issues 

Paper 

1 

3 

14-Oct-09 

15-Oct-09 

Approved-No Issues 

Paper 

1 

2 

14-Oct-09 

15-Oct-09 

Approved-No Issues 

Documents 

1 

37 

9-Oct-09 

15-Oct-09 

Approved-No Issues (ICD 
655) 

Slides 

1 

7 

15-Oct-09 

15-Oct-09 

Approved-No Issues 

Brief 

1 

110 

16-Oct-09 

19-Oct-09 

Approved-No Issues 

Recent job announcement 

1 

3 

19-Oct-09 

19-Oct-09 

Approved-No Issues 

CAE events at University of Denver & 
Florida A&M 

1 

2 

18-Oct-09 

19-Oct-09 

Approved-No Issues 

ODNI symposium at the University of 

Denver 

1 

3 

19-Oct-09 

19-Oct-09 

Approved-No Issues 

Paper 

1 

5 

19-Oct-09 

19-Oct-09 

Approved-No Issues 

Paper 

1 

2 

19-Oct-09 

19-Oct-09 

Approved-No Issues 

Proposed Talk 

1 

42 

20-0ct-09 

20-0ct-09 

Approved-No Issues 

Paper 

1 

6 

20-0ct-09 

20-0ct-09 

Approved-No Issues 


000013 
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PR-2010-0037 


PR-2010-0038 

PR-2010-0044 

PR-2010-0045 

PR-2010-0042 

PR-2010-0043 

PR-2010-0039 

PR-2010-0040 

PR-2010-0046 

PR-2010-0041 

PR-2010-0047 

PR-2010-0048 

PR-2010-0049 

PR-2010-0050 

PR-2010-0051 

PR-2010-0052 

PR-2010-0053 

PR-2010-0054 

PR-2010-0055 

PR-2010-0056 

PR-2010-0057 

PR-2010-0060 

PR-2010-0062 

PR-2010-0064 

PR-2010-0058 

PR-2010-0059 

PR-2010-0061 

PR-2010-0063 

PR-2010-0065 

PR-2010-0066 

PR-2010-0067 

PR-2010-0068 

PR-2010-0069 

PR-2010-0070 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Draft of an Op-Ed 

1 

3 

21-Oct-09 

21-Oct-09 

Approved-No Issues 


Brief at conference in NY 

1 

22 

21-Oct-09 

21-Oct-09 

Approved-No Issues 


Article 

1 

15 

5-Oct-09 

21-Oct-09 

Approved-No Isues 


October 25-27 2009/lntelink 
Capabilities 

1 

18 

21-Oct-09 

21-Oct-09 

Approved-No Issues 


Biometrics Task Force 

1 

6 

22-Oct-09 

22-Oct-09 

Approved-No Issues 


Quote from DNI memorandum 

1 

5 

22-Oct-09 

22-Oct-09 

Approved-No Issues 


CPR New York Meeting Jan 14-15 2010 

1 

31 

23-Oct-09 

23-Oct-09 

Approved-No Issues 


Oct 27 & 28, Sheraton National Hotel, 

Arl Va 

1 

18 

23-Oct-09 

23-Oct-09 

Approved-No Issues 


Paper 

1 

6 

23-Oct-09 

23-Oct-09 

Approved-No Issues 


NonOfficial 

Manuscript/rewrite 11/5/09 

1 

21 

23-Oct-09 

26-Oct-09 

Approved-No Issues 


Remarks to the Canadian Assoc of 
Security and International Studies in 
Ottawa 10/30 

1 

8 

28-Oct-09 

28-Oct-09 

Approved-No Issues 


Paper 

1 

1 

23-Oct-09 

28-Oct-09 

Approved-No Issues 


3 Itrs of recommendation 

3 

10 

26-Oct-09 

28-Oct-09 

Approved-No Issues 


China's way ahead 

1 

300 

28-Oct-09 

28-Oct-09 

Approved-No Issues 


Paper 

1 

3 

28-Oct-09 

28-Oct-09 

Approved-No Issues 


Paper 

1 

2 

28-Oct-09 

28-Oct-09 

Approved-No Issues 


Form 

1 

30 

28-Oct-09 

28-Oct-09 

Approved-No Issues 


Talking points and notes 

1 

7 

29-Oct-09 

29-Oct-09 

Approved-No Issues 


Documents 

2 

12 

29-Oct-09 

29-Oct-09 

Approved-No Issues 


Documents 

1 


30-0ct-09 

30-0ct-09 

Approved-No Issues 


Article 

1 

34 

2-Nov-09 

2-Nov-09 

Approved-No Issues 


Article 

1 

17 

3-Nov-09 

3-Nov-09 

Approved-No Issues 


NCTC Paper 

1 

7 

3-Nov-09 

3-Nov-09 

Approved-No Issues 


Slide Presentation 

1 

10 

3-Nov-09 

3-Nov-09 

Approved-No Issues 


Documents 

3 

45 

4-Nov-09 

4-Nov-09 

Approved-No Issues 


Documents 

1 

4 

4-Nov-09 

4-Nov-09 

Approved-No Issues 


Paper 

1 

1 

4-Nov-09 

4-Nov-09 

Approved-No Issues 


Forms 

1 

29 

4-Nov-09 

4-Nov-09 

Approved-No Issues 


Brigham Young University 

1 

11 

5-Nov-09 

5-Nov-09 

Approved-No Issues 


NIC conference 

1 

1 

5-Nov-09 

5-Nov-09 

Approved-No Issues 


Paper 

1 

1 

5-Nov-09 

5-Nov-09 

Approved-No Issues 


Paper 

1 

2 

5-Nov-09 

5-Nov-09 

Approved-No Issues 


Briefing 

1 

20 

5-Nov-09 

5-Nov-09 

Approved-No Issues 


Paper 

1 

2 

9-Nov-09 

9-Nov-09 

Approved-No Issues 


000014 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0072 


PR-2010-0071 

PR-2010-0073 

PR-2010-0074 

PR-2010-0075 

PR-2010-0076 

PR-2010-0077 

PR-2010-0078 

PR-2010-0079 

PR-2010-0080 

PR-2010-0081 

PR-2010-0082 

PR-2010-0083 

PR-2010-0084 

PR-2010-0085 

PR-2010-0086 

PR-2010-0087 

PR-2010-0088 

PR-2010-0089 

PR-2010-0109 

PR-2010-0091 

PR-2010-0093 

PR-2010-0094 

PR-2010-0095 

PR-2010-0090 

PR-2010-0092 

PR-2010-0097 

PR-2010-0098 

PR-2010-0096 

PR-2010-0099 

PR-2010-0100 

PR-2010-0101 

PR-2010-0102 

PR-2010-0103 




Paper 

1 

2 

9-Nov-09 

9-Nov-09 

Approved-No Issues 


Report 

1 

18 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


11/12/09 to discuss national security 
legal issues 

1 

6 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


Manuscript 

1 

17 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


Liason 

Officers 

1 

1 

9-Nov-09 

10-Nov-09 

Approved-No Issues 


Paper 

1 

2 

10-Nov-09 

10-Nov-09 



NCTC senior leadership bios 

4 

4 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


UVA SIES Colloquium 

1 

2 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


Paper 

1 

3 

10-Nov-09 

10-Nov-09 

Approved-No Issues 


Manuscript 

1 

19 

13-Nov-09 

13-Nov-09 

Approved-No Issues 


If Thanksgiving were celebrated by the 
Russian Security Service 

1 

2 

9-Nov-09 

13-Nov-09 

Approved-No Issues 


Paper 

1 

2 

13-Nov-09 

13-Nov-09 

Approved-No Issues 


Article 

1 

36 

16-Nov-09 

16-Nov-09 

Approved-No Issues-add 
disclaimer 


Paper 

1 

1 

16-Nov-09 

16-Nov-09 

Approved-No Issues 


Fact sheet for Sen. Lieberman 

1 

3 

16-Nov-09 

16-Nov-09 

Approved-No Issues-need 
to send to OLA 


Paper 

1 

3 

16-Nov-09 

16-Nov-09 

Approved-No Issues 


Article 

1 

8 

17-Nov-09 

17-Nov-09 

Approved-No Issues 


Documents 

1 

21 

17-Nov-09 

17-Nov-09 

Approved-No Issues 


Young Professionals in Foreign Policy 
(YPFP) 

1 

1 

17-Nov-09 

17-Nov-09 

Approved-No Issues 


"Proliferation and Terrorism Big Flype 
or Biggest Threat?" 

1 

8 

17-Nov-09 

17-Nov-09 

Approved-No Issues 


Institute on Science for Global Policy 
Program on Emerging and Persistent 
Infectious Diseases 

1 

4 

18-Nov-09 

18-Nov-09 

Approved-No Issues 


Prepub review 

1 

1 

18-Nov-09 

18-Nov-09 

Approved-No Issues 


Loyola University 

1 

2 

18-Nov-09 

18-Nov-09 

Approved-No Issues 


Slides 

1 

15 

18-Nov-09 

18-Nov-09 

Approved-No Issues 


Q&A 

1 

7 

19-Nov-09 

19-Nov-09 

Approved-No Issues 


Paper 

1 

4 

19-Nov-09 

19-Nov-09 

Approved-No Issues 


Paper 

1 

10 

20-Nov-09 

20-Nov-09 

Approved-No Issues 


Paper 

1 

2 

20-Nov-09 

20-Nov-09 

Approved-No Issues 


"Quiet Wars: Anticipatory Intelligence 
in the 21st Century 

1 

10 

23-Nov-09 

23-Nov-09 

Approved-No Issues 


Paper 

1 

3 

23-Nov-09 

23-Nov-09 

Approved-No Issues 


Review for Post reporter 

1 

12 

23-Nov-09 

23-Nov-09 

Approved-No Issues 


Book 

1 

417 

24-Nov-09 

24-Nov-09 

Approved-No Issues 


Intelligence Strategy 

1 

8 

24-Nov-09 

24-Nov-09 

Approved-No Issues 


Paper 

1 

11 

24-Nov-09 

24-Nov-09 

Approved-No Issues 


000015 
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PR-2010-0104 


PR-2010-0105 

PR-2010-0106 

PR-2010-0107 

PR-2010-0108 

PR-2010-0110 

PR-2010-0111 

PR-2010-0112 

PR-2010-0113 

PR-2010-0114 

PR-2010-0115 

PR-2010-0116 

PR-2010-0117 

PR-2010-0118 

PR-2010-0120 

PR-2010-0121 

PR-2010-0122 

PR-2010-0125 

PR-2010-0126 

PR-2010-0128 

PR-2010-0119 

PR-2010-0123 

PR-2010-0124 

PR-2010-0127 

PR-2010-0129 

PR-2010-0140 

PR-2010-0130 

PR-2010-0131 

PR-2010-0132 

PR-2010-0133 

PR-2010-0134 

PR-2010-0135 

PR-2010-0152 

PR-2010-0137 



(b)(3), (b)(5) for all redactions in the "Venue" column. 


Book 

1 

103 

24-Nov-09 

24-Nov-09 

Approved-No Issues 

Paper 

1 

5 

24-Nov-09 

24-Nov-09 

Approved-No Issues 

Paper 

1 

1 

25-Nov-09 

25-Nov-09 

Approved-No Issues 

Paper 

1 

2 

30-Nov-09 

30-Nov-09 

Approved-No Issues 

Outreach event 

1 

17 

30-Nov-09 

30-Nov-09 

Approved-No Issues 

Slides 

1 

17 

30-Nov-09 

30-Nov-09 

Approved-No Issues 

Measuring America's Progress in the 
war with al-Qa'ida 

1 

1 

l-Dec-09 

l-Dec-09 

Approved-No Issues 

Paper 

1 

3 

l-Dec-09 

l-Dec-09 

Approved-No Issues 

Slides 

1 

12 

l-Dec-09 

l-Dec-09 

Approved-No Issues 

Manuscript^BliBiBBH 

1 

367 

2-Dec-09 

2-Dec-09 

Approved-No Issues 

Paper 

1 

3 

2-Dec-09 

2-Dec-09 

Approved-No Issues 

U.S. Grand Strategy Discussion Group 

1 

1 

2-Dec-09 

2-Dec-09 

Approved-No Issues 

The Evolution of Structured Analytic 
Techniques 

1 

8 

2-Dec-09 

4-Dec-09 

Approved-No Issues 

Assessing Terrorist Threats: A Primer 
on Applying Risk Analysis 

1 

11 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

R&D Framework 

1 

1 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

Paper/Update 

1 

1 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

Paper 

1 

4 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

Counterterrorism and Intelligence 

1 

12 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

The National Intelligence Strategy 

1 

11 

4-Dec-09 

4-Dec-09 

Approved-No Issues 

Traditional Data-Mining and Counter- 
Terrorism Analysis have 

Fundamentally Different Needs 

1 

5 

4-Dec-09 

4-Dec-09 

Disapproved 


1 

1 

7-Dec-09 

7-Dec-09 

Approved-No Issues 

Building Capacity for a Gigital Nation 

1 

7 

7-Dec-09 

7-Dec-09 

Approved-No Issues 

AAAS Talking Points/8 Dec 2009 

1 

2 

7-Dec-09 

7-Dec-09 

Approved-No Issues 


1 

2 

7-Dec-09 

7-Dec-09 

Approved-No Issues 

Paper 

1 

3 

8-Dec-09 

8-Dec-09 

Approved-No Issues 

Remarks to the Global Economy and 
Finance Conf. 

1 

8 

8-Dec-09 

8-Dec-09 

Approved-No Issues 

North Africa: The Impact of Climate 
Change to 2030 and Southeast Asia 
and Pacific Islands: 

2 

120 

9-Dec-09 

9-Dec-09 

Approved-No Issues 

Paper 

1 

3 

9-Dec-09 

9-Dec-09 

Approved-No Issues 

The United States and Russia in the 

Post-Soviet Space 

1 

5 

9-Dec-09 

9-Dec-09 

Approved-No Issues 

Fusion & Integration^ Vieew from the 
1C A&T Community 

1 

10 

9-Dec-09 

9-Dec-09 

Approved-No Issues 

IIIHIHHDNI 2015 Vision Decision 

1 

8 

9-Dec-09 

9-Dec-09 

Approved-No Issues 

Advantage 

Supply Chain Vulnerabilities: 
Understanding the Risk 

1 

44 

10-Dec-09 

10-Dec-09 

Approved-No Issues 

Information Security 

1 

51 

ll-Dec-09 

ll-Dec-09 

Approved-No Issues 

Intelligence Theories and Applications 

1 

8 

14-Dec-09 

14-Dec-09 

Approved-No Issues 


000016 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0138 


PR-2010-0139 

PR-2010-0141 

PR-2010-0142 

PR-2010-0143 

PR-2010-0144 

PR-2010-0145 

PR-2010-0146 

PR-2010-0147 

PR-2010-0148 

PR-2010-0149 

PR-2010-0150 

PR-2010-0151 

PR-2010-0153 

PR-2010-0157 

PR-2010-0154 

PR-2010-0155 

PR-2010-0156 

PR-2010-0158 

PR-2010-0159 

PR-2010-0160 

PR-2010-0161 

PR-2010-0162 

PR-2010-0163 

PR-2010-0165 

PR-2010-0164 

PR-2010-0205 

PR-2010-0166 

PR-2010-0167 

PR-2010-0168 

PR-2010-0169 

PR-2010-0170 


Paper 

1 

2 

14-Dec-09 

14-Dec-09 

Approved-No Issues 

Top Three Cybersecurity Challenges 

1 

2 

14-Dec-09 

14-Dec-09 

Approved-No Issues 

Intelligence Reform Turns Five 

1 

3 

15-Dec-09 

15-Dec-09 

Approved-No Issues 

Five Myths About Cybersecurity 

1 

6 

15-Dec-09 

15-Dec-09 

Approved-No Issues 

The Ethical Spy: Towards Intelligence 
Community Rules of Professional 
Conduct 

1 

43 

15-Dec-09 

15-Dec-09 

Approved-No Issues 

Information Security/Identity 
Management Conference 

1 

1 

15-Dec-09 

15-Dec-09 

Approved-No Issues 

On Intelligence Strategy 

1 

5 

16-Dec-09 

16-Dec-09 

Approved-No Issues 

The Knoght and The Gardner 

1 

128 

16-Dec-09 

16-Dec-09 

Approved-No Issues 

Controlling Intelligence in the 21st 
Century 

1 

6 

16-Dec-09 

16-Dec-09 

Approved-No Issues 

The Ethical Spy: Towards Intelligence 
Community Rules of Professional 
Conduct 

1 

21 

12-Jan-10 

16-Dec-09 

Approved-No Issues 


1 

4 

16-Dec-09 

16-Dec-09 

Approved-No Issues 

National Security Reform for thr 
Twenty-first Century: 

1 

14 

17-Dec-09 

17-Dec-09 

Approved-No Issues 

Paper 

1 

2 

22-Dec-09 

22-Dec-09 

Approved-No Issues 

Paper 

1 

3 

22-Dec-09 

22-Dec-09 

Approved-No Issues 

Remarks made during a workshop 
(9/22-9/23 2009) 

1 

1 

24-Dec-09 

30-Dec-09 

Approved-No Issues 

Security in Iraq 

1 

71 

4-Jan-10 

4-Jan-10 

Approved-No Issues 

Paper 

1 

2 

4-Jan-10 

4-Jan-10 

Approved-No Issues 

Paper 

1 

2 

4-Jan-10 

4-Jan-10 

Approved-No Issues 

Review and approval of OCIO 
Leadership Bios^.'^i.^j^^^m 

3 

3 

17-Dec-09 

4-Jan-10 

Approved-No Issues 

Paper 

1 

5 

22-Dec-09 

4-Jan-10 

Approved-No Issues 

Academic and Non-Academic Careers 
in Economically Strained Times 

1 

2 

28-Dec-09 

4-Jan-10 

Approved-No Issues 

Information Sharing, Dot Connecting 
and Intelligence Failures: Revisiting 

Conventional Wisdom 

1 

10 

10-Dec-09 

4-Jan-10 

Approved-No Issues 

Paper 

1 

3 

29-Dec-09 

4-Jan-10 

Approved-No Issues 

Paper 

1 

4 

28-Dec-09 

4-Jan-10 

Approved-No Issues 

Abstract Sheet 

1 

1 

15-Dec-09 

4-Jan-10 

Approved-No Issues 








45 

552 

4-Jan-10 

5-Jan-10 

Approved-No Issues 

|plus 39 more cases 






Office of the 1C Chief Information 

Officer 

1 

30 

22-Jan-10 

5-Jan-10 

Approved-No Issues 

Paper 

1 

4 

5-Jan-10 

6-Jan-10 

Approved-No Issues 

US Intellp^H 

1 

2 

5-Jan-10 

6-Jan-10 

Approved-No Issues 

Paper 

1 

5 

6-Jan-10 

7-Jan-10 

Approved-No Issues 

Paper 

1 

3 

6-Jan-10 

7-Jan-10 

Approved-No Issues 

Use of documents on Intellipedia 

1 

7 

30-Dec-09 

7-Jan-10 

Approved-No Issues 


000017 
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PR-2010-0178 

PR-2010-0179 

PR-2010-0183 

PR-2010-0181 

PR-2010-0177 

PR-2010-0180 

PR-2010-0182 

PR-2010-0184 

PR-2010-0136 

PR-2010-0171 

PR-2010-0172 

PR-2010-0173 

PR-2010-0174 

PR-2010-0175 

PR-2010-0176 

PR-2010-0185 

PR-2010-0190 

PR-2010-0191 

PR-2010-0192 

PR-2010-0193 

PR-2010-0186 

PR-2010-0187 

PR-2010-0188 

PR-2010-0189 

PR-2010-0194 

PR-2010-0195 

PR-2010-0196 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Paper 

1 

5 

7-Jan-10 

7-Jan-10 

Approved-No Issues 


National Intelligence and Military 
Intelligence 

1 

5 

7-Jan-10 

7-Jan-10 

Approved-No Issues 


For use at New York Univ. Syllabus, 
Spring 2010 

1 

8 

28-Dec-09 

7-Jan-10 

Approved-No Issues 


The kinds of jobs that experienced 
degreed engineers and/or IT 
professionals do in the 1C 

1 

5 

8-Jan-10 

8-Jan-10 

Approved-No Issues 


Key Points for Discussion on NATO's 
Relations witf^BHMlHHHl 

1 

5 

ll-Jan-10 

ll-Jan-10 

Approved-No Issues 


The Technology articlae, and the 
Columbia Syllabus 

2 

23 

4-Jan-10 

ll-Jan-10 

Approved-No Issues 


Paper 

1 

2 

ll-Jan-10 

ll-Jan-10 

Approved-No Issues 


Paper 

1 

1 

ll-Jan-10 

ll-Jan-10 

Approved-No Issues 


Paper 

1 

2 

ll-Jan-10 

12-Jan-10 

Approved-No Issues 


Drugs and Thugs: Targeting Narco- 

Terrorists 

1 

44 

5-Jan-10 

13-Jan-10 

Approved-No Issues 


Fusion & Integration: A View from the 
1C A&T Community 

1 

10 

ll-Jan-10 

13-Jan-10 

Approved-No Issues 


Achieving Closure on Pre-war Iraq 
Intelligences 

1 

8 

ll-Jan-10 

13-Jan-10 

Approved-No Issues 


Paper 

1 

3 

12-Jan-10 

13-Jan-10 

Approved-No Issues 


Intelligence, Law Enforcement and 
International Law 

1 

13 

12-Jan-10 

13-Jan-10 

Approved-No Issues 


Security Studies Program Georgetown 
Univ 

1 

1 

ll-Jan-10 

13-Jan-10 

Approved-No Issues 


Annual EEO Program Status 

1 

53 

14-Jan-10 

14-Jan-10 

Approved-No Issues 


Transparency in the Obama 
Administration (EO 12958) 

1 

3 

19-Jan-10 

19-Jan-10 

Approved-No Issues 


Improving Effectiveness of Anti- 
Terrorism Tools and Inter-agency 

Communication 

1 

11 

19-Jan-10 

19-Jan-10 

Approved-No Issues 


20 Jan cyber conference 

1 

3 

19-Jan-10 

19-Jan-10 

Approved-No Issues 


Paper 

1 

3 

19-Jan-10 

19-Jan-10 

Approved-No Issues 


US-Russian Relations: The Energy 
Dimension 

1 

11 

20-Jan-10 

20-Jan-10 

Approved-No Issues 


Critical Thinking and Intelligence 
Analysis 

1 

2 

20-Jan-10 

20-Jan-10 

Approved-No Issues 


Paper 

1 

5 

19-Jan-10 

20-Jan-10 

Approved-No Issues 


CFICO brochure 

1 

1 

15-Jan-10 

20-Jan-10 

Approved-No Issues 


1C CIO Interview forum at WTOP Radio 
1/27/2010 

1 

6 

20-Jan-10 

20-Jan-10 

Approved-No Issues/Ask 
PAO to resp 


Paper 

1 

4 

20-Jan-10 

20-Jan-10 

Approved-No Issues 


Workforce Retention Issues in the U.S. 

Intelligence Community (1C) 

1 

11 

21-Jan-10 

21-Jan-10 

Approved-No Issues 


000018 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0197 


PR-2010-0198 

PR-2010-0199 

PR-2010-0200 

PR-2010-0201 

PR-2010-0202 

PR-2010-0203 

PR-2010-0204 

PR-2010-0206 

PR-2010-0207 

PR-2010-0217 

PR-2010-0236 

PR-2010-0208 

PR-2010-0209 

PR-2010-0210 

PR-2010-0211 

PR-2010-0212 

PR-2010-0213 

PR-2010-0214 

PR-2010-0215 

PR-2010-0216 

PR-2010-0218 

PR-2010-0219 

PR-2010-0220 

PR-2010-0221 

PR-2010-0222 

PR-2010-0223 

PR-2010-0243 

PR-2010-0244 


Multi-Function Compute Environment 
(MFCE) req for Info 5Jan2010 

1 

5 

21-Jan-10 

21-Jan-10 

Social Psychology in the Service of 
Nationa Security 

1 

13 

21-Jan-10 

21-Jan-10 

Approved-No Issues 

Speech to the Chiefs of the EU CT 
Coordination Centers 

1 

13 

21-Jan-10 

21-Jan-10 

Approved-No Issues 

Intelligence Community Senior 
Succession Management Initiative 

1 

8 

22-Jan-10 

25-Jan-10 

Approved-No Issues 

B^BGov 2.0 

2 

2 

14-Jan-10 

25-Jan-10 

Approved-No Issues 

Covert Peace:Theory and Practice of 
Secret Conflict Resolution 

1 

21 

25-Jan-10 

25-Jan-10 

Approved-No Issues 

The Well-Written Settlement 

Agreement 

1 

20 

25-Jan-10 

25-Jan-10 

Approved-No Issues 


1 

4 

25-Jan-10 

26-Jan-10 

Approved-No Issues 

Making Technology Choices at the 
Intersections of Privacy and Security 

1 

21 

26-Jan-10 

26-Jan-10 

Approved-No Issues 

Paper 

1 

3 

26-Jan-10 

26-Jan-10 

Approved-No Issues 

DNI's charge to^^(standup of the 
organization 

2 

2 

26-Jan-10 

26-Jan-10 

Approved-No Issues 

Chinese Strategy to Secure Natural 
Resources: Risks, Dangers, 
Opportunities 

1 

76 

26-Jan-10 

26-Jan-10 

Approved-No Issues 

Institute for Defense and Government 

Advancement 

1 

26 

26-Jan-10 

27-Jan-10 

Approved-No Issues 

National Intelligence Reform Medal 
Awarded 

1 

1 

19-Jan-10 

27-Jan-10 

Approved-No Issues 

Talking points 

1 

2 

26-Jan-10 

27-Jan-10 

Approved-No Issues 

Woodrow 

Wilson Center 

1 

3 

26-Jan-10 

27-Jan-10 

Approved-No Issues 

Threats to Homeland Security 

1 

4 

26-Jan-10 

27-Jan-10 

Approved-No Issues 

Paper 

1 

3 

26-Jan-10 

27-Jan-10 

Approved-No Issues 

Manuscript^l^B^^HH 

1 

8 

25-Jan-10 

27-Jan-10 

Approved-No Issues 

About the Author 

1 

1 

28-Jan-10 

28-Jan-10 

Approved-No Issues 

Paper 

1 

3 

23-Jan-10 

28-Jan-10 

Approved-No Issues 

Server Virtualization and Government 
Organizations 

1 

1 

26-Jan-10 

28-Jan-10 

Approved-No Issues 

Avoiding Groundhog Day 

1 

19 

25-Jan-10 

28-Jan-10 

Approved-No Issues 

In a Globalized World-Creativity is the 
New Secret 

1 

2 

27-Jan-10 

28-Jan-10 

Approved-No Issues 

IC&DOD Enterprise Joint Standards 
Program and Governance 

1 

24 

26-Jan-10 

28-Jan-10 

Approved-No Issues 

Introducing the Worldwide Incidents 
Tracking System 

1 

20 

28-Jan-10 

28-Jan-10 

Approved-No Issues 

ODNI Fact Sheet 

1 

5 

28-Jan-10 

28-Jan-10 

Approved-No Issues 


1 

1 

28-Jan-10 

l-Feb-10 

Approved-No Issues 

|Unclassified version 

1 

24 

29-Jan-10 

l-Feb-10 

Approved-No Issues 


000019 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0237 


PR-2010-0238 

PR-2010-0245 

PR-2010-0246 

PR-2010-0247 

PR-2010-0229 

PR-2010-0232 

PR-2010-0233 

PR-2010-0234 

PR-2010-0235 

PR-2010-0274 

PR-2010-0224 

PR-2010-0225 

PR-2010-0226 

PR-2010-0227 

PR-2010-0228 

PR-2010-0230 

PR-2010-0231 

PR-2010-0255 

PR-2010-0251 

PR-2010-0252 

PR-2010-0253 

PR-2010-0254 

PR-2010-0250 

PR-2010-0256 

PR-2010-0240 

PR-2010-0242 

PR-2010-0248 



INSS QDR Symposium; Emerging 
Warning Requirements 

1 

10 

2-Feb-10 

2-Feb-10 

Approved-No Issues 


Paper 

1 

1 

2-Feb-10 

2-Feb-10 

Approved-No Issues 


The Engagement at Wanat: 

Negligence? 

1 

2 

l-Feb-10 

2-Feb-10 

Approved-No Issues 


Paper 

1 

2 

2-Feb-10 

2-Feb-10 

Approved-No Issues 


National Intelligence Reform Medal 
Award 

1 

1 

2-Feb-10 

2-Feb-10 

Approved-No Issues 


Got Intelink? 

1 

1 

3-Feb-10 

3-Feb-10 

Approved-No Issues 


Tinker, Tailor, Lawyer, Spy;Rethinking 
the National Security Council for the 
21st Century 

2 

39 

l-Feb-10 

3-Feb-10 

Approved-No Issues 


Inertia, Standard Operating Proceure, 
and National Security 

1 

13 

28-Jan-10 

3-Feb-10 

Approved-No Issues 


Countering Violent Extremism: 
Perspectives of Muslim Americans 
February 2010 

1 

2 

2-Feb-10 

3-Feb-10 

Approved-No Issues 


1C Civilian Joint Duty Program Status 
Report 

1 

10 

l-Feb-10 

3-Feb-10 

Approved-No Issues 


Preparing Personnel for Work Related 
Trauma 

1 

15 

l-Feb-10 

3-Feb-10 

Approved-No Issues 


Prepared by DNI staffers^^ 

1 

85 

31-Dec-09 

4-Feb-10 

Approved-No Issues 










Enabling Social Conversations in a 
Governed Community 

1 

54 

3-Feb-10 

4-Feb-10 

Approved-No Issues 


Paper 

1 

8 

4-Feb-10 

4-Feb-10 

Approved-No Issues 


Paper 

1 

2 

4-Feb-10 

4-Feb-10 

Approved-No Issues 


paper 

1 

16 

4-Feb-10 

4-Feb-10 

Approved-No Issues 


Paper 

1 

2 

4-Feb-10 

4-Feb-10 

Approved-No Issues 


Article for Texas Law Review 

1 

2 

4-Feb-10 

4-Feb-10 

Approved-No Issues 


Hot Topics in the Office of the Director 
of National Intelligence Chief Human 
Capital Office 

1 

14 

3-Feb-10 

4-Feb-10 

Approved-No Issues 


ODNI Systems & Resources and 
Analyses (SRA) 

1 

17 

4-Feb-10 

12-Feb-10 

Approved-No Issues 


Questions and answers 

1 

3 

12-Feb-10 

12-Feb-10 

Approved-No Issues 


Paper 

1 

4 

4-Feb-10 

12-Feb-10 

Approved-No Issues 


biographie^^^^^^^^^f, 

1 

2 

4-Feb-10 

12-Feb-10 

Approved-No Issues 

Worldwide Incidents Tracking System 
(WITS) 

1 

10 

16-Feb-10 

16-Feb-10 

Approved-No Issues 


Paper 

1 

6 

12-Feb-10 

16-Feb-10 

Approved-No Issues 


Opportunities in the Intelligence 
Community 

1 

9 

17-Feb-10 

17-Feb-10 

Approved-No Issues 



2 

2 

25-Jan-10 

17-Feb-10 

Approved-No Issues 


1 

5 

16-Feb-10 

17-Feb-10 

Approved-No Issues 


000020 
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PR-2010-0249 


PR-2010-0257 

PR-2010-0258 

PR-2010-0260 

PR-2010-0239 

PR-2010-0241 

PR-2010-0261 

PR-2010-0259 

PR-2010-0262 

PR-2010-0263 

PR-2010-0264 

PR-2010-0265 

PR-2010-0266 

PR-2010-0267 

PR-2010-0268 

PR-2010-0270 

PR-2010-0269 

PR-2010-0271 

PR-2010-0272 

PR-2010-0273 

PR-2010-0276 

PR-2010-0277 

PR-2010-0275 

PR-2010-0278 

PR-2010-0284 

PR-2010-0292 

PR-2010-0281 



(b)(5) for all redactions in the "Venue" column. 


Working in the Directorate of 
Intelligence/^^^^^^^Hl 

1 

1 

16-Feb-10 

17-Feb-10 

Approved-No Issues 

Paper 

1 

1 

17-Feb-10 

17-Feb-10 

Approved-No Issues 

PNSR Report 

1 

141 

28-Jan-10 

17-Feb-10 

Approved-No Issues 

Estimative Analysis 

1 

19 

16-Feb-10 

17-Feb-10 

Approved-No Issues 

Unified Cross Domain Management 
Office (UCDMO) 

1 

6 

28-Jan-10 

18-Feb-10 

Approved-No Issues 

The Czar of Warning 

1 

7 

17-Feb-10 

18-Feb-10 

Approved-No Issues 

"Nonproliferation Review; James 
Martin Center 

1 

6 

16-Feb-10 

18-Feb-10 

Approved-No Issues 

United to Protect 

1 

15 

18-Feb-10 

19-Feb-10 

Approved-No Issues 

Paper 

1 

2 

16-Feb-10 

19-Feb-10 

Approved-No Issues 

Alfred M. Landon Lecture Series on 

Public Issues 

1 

14 

22-Feb-10 

22-Feb-10 

Approved-No Issues 

Systems & Resource Analyses 

Overview 

1 

6 

19-Feb-10 

22-Feb-10 

Approved-No Issues 

Countering Violent Extremism (CVE): 
The Government Perspective 

1 

13 

19-Feb-10 

22-Feb-10 

Approved-No Issues 

National Cybersecurity Initiatives 

1 

34 

18-Feb-10 

22-Feb-10 

Approved-No Issues 

National Security Investigations and 
Prosecutions Chapt. 16 

1 

67 

16-Feb-10 

22-Feb-10 

Approved-No Issues 

Russia Climate Change,N Africa 

Climate Change,Southeast Asia 

Climate 

Change, MexicoCaribCentralAm 

Climate Change,Mexico & Caribbean 

Final 

5 

243 

19-Feb-10 

22-Feb-10 

Approved-No Issues 

The Need for a Comprehensive 
Computational Model for Terrorism 
Analysis 

1 

8 

21-Feb-10 

23-Feb-10 

Approved-No Issues 

Cyber Security Components for 
Pervasive Enterprise Security 
Management and the Virtualization 
Aspects 

1 

15 

23-Feb-10 

23-Feb-10 

Approved-No Issues 

Paper 

1 

3 

22-Feb-10 

23-Feb-10 

Approved-No Issues 

Power Point Presentation 

1 

8 

23-Feb-10 

23-Feb-10 

Approved-No Issues 

To Secure Cyberspace, Deterrence and 
Preemption must exist on equal 
footing 

1 

3 

23-Feb-10 

24-Feb-10 

Approved-No Issues 

Climate Change Impact on National 
Security 

1 

32 

23-Feb-10 

25-Feb-10 

Approved-No Issues 

The Triumphs and Failures of Israeli 
Counterterrorism 

1 

511 

19-Feb-10 

25-Feb-10 

Approved-No Issues 

Paper 

1 

1 

25-Feb-10 

l-Mar-10 

Approved-No Issues 

Paper 

1 

5 

l-Mar-10 

2-Mar-10 

Approved-No Issues 

Paper 

1 

1 

2-Mar-10 

2-Mar-10 

Approved-No issues 

"Liberty Market" 

1 

327 

18-Feb-10 

2-Mar-10 

Approved-No Issues 

Charts 

1 

21 

22-Feb-10 

3-Mar-10 

Approved-No Issues 


000021 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0282 


PR-2010-0285 

PR-2010-0286 

PR-2010-0290 

PR-2010-0279 

PR-2010-0280 

PR-2010-0283 

PR-2010-0287 

PR-2010-0288 

PR-2010-0289 

PR-2010-0291 

PR-2010-0293 

PR-2010-0294 

PR-2010-0295 

PR-2010-0296 

PR-2010-0297 

PR-2010-0298 

PR-2010-0299 

PR-2010-0300 

PR-2010-0305 

PR-2010-0306 

PR-2010-0307 

PR-2010-0308 

PR-2010-0301 

PR-2010-0302 




MORS Symposium in June 

1 

1 

2-Mar-10 

3-Mar-10 

Approved-No Issues 


The President's Daily Briefing by 

1 

9 

16-Feb-10 

3-Mar-10 

Approved-No Issues 

Latino Article 

1 

5 

26-Feb-10 

3-Mar-10 

Approved-No Issues 


"Urn Shaitan 

1 

290 

4-Feb-10 

3-Mar-10 

Approved-No Issues 


The Aerospace Role Transitioning from 
Architecture to Acquisition 

1 

33 

l-Mar-10 

4-Mar-10 

Approved-No Issues 


Making Trade Space: Value Models 
and Enterprise Capability Analysis for 
the U.S. Intelligence Community 

1 

1 

3-Mar-10 

4-Mar-10 

Approved-No Issues 


NOAA Women's History Month 
Program 

1 

1 

4-Mar-10 

4-Mar-10 

Approved-No Issues 


Spie Defense amd Security 

2 

24 

4-Mar-10 

4-Mar-10 

Approved-No Issues 


Global Economic Outlook Presentation 
for Florida Agricultural and Mechanic 

U n i ve rs i ty 

1 

4 

3-Mar-10 

4-Mar-10 

Approved-No Issues 


Organizational Innovation through 360 
Degree Feedback 

1 

11 

18-Feb-10 

4-Mar-10 

Approved-No Issues 


Analysis in Action: Case studies in 
Structured Analytic Techniques 

1 

108 

4-Feb-10 

4-Mar-10 

Approved-No Issues 


The Notion of Creative Government is 
not only cool-it's also Important 

1 

3 

5-Mar-10 

8-Mar-10 

Approved-No Issues 


Questions about SP 800-37 

1 

2 

5-Mar-10 

8-Mar-10 

Approved-No Issues 


Bio for new Sr. Adv. Global Health 

Issues 

1 

1 

9-Mar-10 

9-Mar-10 

Approved-No Issues 


International Security Manager's 
Association (ISMA) 

1 

14 

9-Mar-10 

9-Mar-10 

Approved-No Issues 


Urgency, Opportunity, and 

Frustration: Implementing the 
Intelligence Reform and Terrorism 
Prevention Act of 2004 

1 

29 

8-Mar-10 

9-Mar-10 

Approved-No Issues 


Economic and Financial Leverage 

1 

2 

5-Mar-10 

9-Mar-10 

Approved-No Issues 


Tailored Trustworthy Spaces 

1 

6 

8-Mar-10 

9-Mar-10 

Approved-No Issues 


Rapid Technology Transition Initiative 
(RTTI) 

1 

12 

8-Mar-10 

9-Mar-10 

Approved-No Issues 


Response to UVA alumni magazine 

1 

3 

ll-Mar-10 

ll-Mar-10 

Approved-No Issues 


Long Fuse Big Bang 

1 

315 

ll-Mar-10 

ll-Mar-10 

Approved-No Issues 


The President's Daily Briefin^^^^^ 

1 

17 

12-Mar-10 

12-Mar-10 

Approved-with some 

redactions 

Paper 

1 

14 

17-Mar-10 

12-Mar-10 

Approved-No Issues 


Statement 

Before the Senate committee on 
Homeland Security and Governmental 
Affairs 

1 

10 

15-Mar-10 

15-Mar-10 

Approved-No Issues 


Covert Peace: Intelligence and Conflict 
Resolution 

1 

24 

12-Mar-10 

15-Mar-10 

Approved-No Issues 


000022 
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PR-2010-0303 


PR-2010-0304 

PR-2010-0309 

PR-2010-0310 

PR-2010-0312 

PR-2010-0313 

PR-2010-0311 

PR-2010-0314 

PR-2010-0315 

PR-2010-0316 

PR-2010-0317 

PR-2010-0318 

PR-2010-0319 

PR-2010-0320 

PR-2010-0321 

PR-2010-0322 

PR-2010-0323 

PR-2010-0324 

PR-2010-0325 

PR-2010-0326 

PR-2010-0327 

PR-2010-0328 

PR-2010-0329 

PR-2010-0330 

PR-2010-0331 

PR-2010-0332 

PR-2010-0335 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Bio 

1 

1 

15-Mar-10 

15-Mar-10 

Approved-No Issues 


The Lessons of 9/11 

1 

69 

15-Mar-10 

15-Mar-10 

Approved-No issues 


Test i m o 

1 

14 

16-Mar-10 

16-Mar-10 

Approved-No Issues 


Paper 

1 

1 

16-Mar-10 

16-Mar-10 

Approved-No Issues 


For 1C Virtual Career Fair 

1 

8 

16-Mar-10 

16-Mar-10 

Approved-No Issues 


Reducing Uncertainty 

1 

16 

16-Mar-10 

16-Mar-10 

Approved-No Issues 


The Holistic View of the Federal 
Information Technology Enterprise 

1 

13 

17-Mar-10 

17-Mar-10 

Approved-No Issues 


"Stay Strong: Stay in the Fight" 

1 

2 

17-Mar-10 

18-Mar-10 

Approved-No Issues 


Server Virtualization and Government 

Organizations 

1 

20 

17-Mar-10 

18-Mar-10 

Approved-No lssues(must 
remove ODNI logo,and not 
mention affili w/DNI 


Pathways to Becoming a U.S. 
Government Foreign Language 
Professional 

1 

2 

18-Mar-10 

18-Mar-10 

Approved-No Issues 


Paper 

1 

2 

18-Mar-10 

18-Mar-10 

Approved-No Issues 


Draft Article on 1C Diversity for the 
Federal Times 

1 

3 

18-Mar-10 

18-Mar-10 

Approved-No Issues 


Paper 

1 

2 

19-Mar-10 

22-Mar-10 

Approved-No Issues 


Paper'l 

1 

18 

18-Mar-10 

22-Mar-10 

Approved-No Issues 


NIC at-a-Glance 

1 

18 

16-Mar-10 

22-Mar-10 

Approved-No Issues 


Climate Change Impact on National 
Security 

1 

6 

22-Mar-10 

23-Mar-10 

Approved-No Issues 


DOD at FOSE 

1 

2 

18-Mar-10 

23-Mar-10 

Approved-No Issues 


Annual Report on Federal Agency Data 
Mining 

1 

9 

19-Mar-10 

23-Mar-10 

Approved-No Issues 


Paper 

1 

1 

22-Mar-10 

23-Mar-10 

Approved-No Issues 


"From Secrets to Fleadlines" 

1 

62 

23-Mar-10 

23-Mar-10 

Approved-No Issues 


To Congress on the Acquisition of 
Technology Relating to Weapons of 
Mass Destruction and Advanced 

Conve ntional Munitions 

1 

9 

24-Mar-10 

25-Mar-10 

Approved-No Issues 


Understanding Risk in the Budgeting 
Process from a Portfolio Point of View 

1 

17 

24-Mar-10 

25-Mar-10 

Approved-No Issues 


A Framework for Enterprise Security 
Management to Enable Enhanced 
Information Sharing 

1 

61 

19-Mar-10 

25-Mar-10 

Approved-No Issues 


Paper 

1 

3 

25-Mar-10 

25-Mar-10 

Approved-No Issues 


Paper 

1 

1 

29-Mar-10 

29-Mar-10 

Approved-No Issues 


Creating a More Stable and Less 
Dependent Tool Set For the 

Intelligence Community Through the 
Use of Web Applications 

1 

8 

29-Mar-10 

29-Mar-10 

Approved-No Issues 


Balancing Privacy & Security:The Role 
of Privacy and Civil Liberties in the 
Information Sharing Environment 

1 

27 

29-Mar-10 

29-Mar-10 

Approved-No Issues 


000023 
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PR-2010-0333 


PR-2010-0334 

PR-2010-0336 

PR-2010-0337 

PR-2010-0345 

PR-2010-0346 

PR-2010-0338 

PR-2010-0339 

PR-2010-0340 

PR-2010-0341 

PR-2010-0342 

PR-2010-0343 

PR-2010-0344 

PR-2010-0348 

PR-2010-0347 

PR-2010-0349 

PR-2010-0350 

PR-2010-0351 

PR-2010-0352 

PR-2010-0353 

PR-2010-0354 

PR-2010-0355 

PR-2010-0356 

PR-2010-0359 

PR-2010-0360 

PR-2010-0361 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Intelligence Community Civilian Joint 
Duty Program 

1 

10 

29-Mar-10 

30-Mar-10 

Approved-No Issues 


Space/Ground Phasing Toolkit 

1 

12 

19-Mar-10 

30-Mar-10 

Approved-No Issues 


The Ethical Spy: Towards Intelligence 
Community Rules of Professional 
Conduct 

1 

22 

30-Mar-10 

30-Mar-10 

Approved-No lssues-2 

more articles PR-2010- 

0827 


China and the Association of 

Southeast Asian Nations (ASEAN): An 
Examination of Security Trends 

1 

14 

30-Mar-10 

30-Mar-10 

Approved-No Issues 


Intelligence Reform: Progress and 
Challenges 

1 

15 

29-Mar-10 

30-Mar-10 

Approved-No Issues 


Solution Architecture for Cyber 

Deterrence 

1 

36 

15-Mar-10 

30-Mar-10 

Approved-No Issues 


op-ed/ newspaper 

1 

2 

30-Mar-10 

31-Mar-10 

ApprovedONo 

Issues/delete 39-40 


The Role of Individual Psychological 
Factors on Radicalization 

1 

9 

29-Mar-10 

31-Mar-10 

Approved-No Issues 


The Role of Group Factors in the 

Violent Radicalization of individuals 

1 

14 

29-Mar-10 

31-Mar-10 

Approved-No Issues 


Terrorist Use of the Internet 

1 

26 

29-Mar-10 

31-Mar-10 

Approved-No Issues 


Information Sharing Environment 

1 

12 

29-Mar-10 

31-Mar-10 

Approved-No Issues 


Paper 

1 

2 

31-Mar-10 

31-Mar-10 

Approved-No Issues 


Information about the nuclear fuel 
cycle 

1 

6 

30-Mar-10 

31-Mar-10 

Approved-No Issues 


Op-Ed/ editorial 

1 

5 

31-Mar-10 

31-Mar-10 

Approved-No Issues 


Presentation for the ASPAfAmerican 
Society for Public Administration 
Annual Conference) 

1 

32 

30-Mar-10 

l-Apr-10 

Approved-No Issues 


Non-USG, Non-SLT Muslim National 
community leaders 

1 

34 

5-Apr-10 

5-Apr-10 

Approved-No Issues 


Pa rtici pa nt 

1 

8 

l-Apr-10 

5-Apr-10 

Approved-No Issues 


Epilogue: Lessons and Challenges 

1 

11 

29-Mar-10 

5-Apr-10 

Approved-No Issues 


Presentation at the Society for 
Industrial and Organzational 

Psychology in Atlanta 

1 

1 

5-Apr-10 

6-Apr-10 

Approved-No Issues 


Conference in Salt Lake City, Utah 

1 

47 

5-Apr-10 

6-Apr-10 

Approved-No Issues 


Preparation for contest in May 

1 

6 

5-Apr-10 

6-Apr-10 

Approved-No Issues 


Presentation at Wayne State on 13 

April 

1 

6 

6-Apr-10 

6-Apr-10 

Approved-No Issues 


For Georgetown Law website 

1 

1 

6-Apr-10 

6-Apr-10 

Approved-No Issues 


SPR's new Director for Strategy 

1 

1 

7-Apr-10 

7-Apr-10 

Approved-No Issues 


DISA Conference in Nashville, TN May 

3-7 2010 

1 

2 

7-Apr-10 

7-Apr-10 

Approved-No Issues 


NVCC Recruiting Fair, April 8, 2010 

1 

4 

6-Apr-10 

7-Apr-10 

Approved-No Issues 


000024 
































































Approved for release by ODNI on 3-28-2017, FOIA case DF-2016-00165. 


PR-2010-0362 


PR-2010-0379 

PR-2010-0357 

PR-2010-0358 

PR-2010-0363 

PR-2010-0364 

PR-2010-0365 

PR-2010-0366 

PR-2010-0367 

PR-2010-0368 

PR-2010-0369 

PR-2010-0370 

PR-2010-0415 

PR-2010-0371 

PR-2010-0372 

PR-2010-0373 

PR-2010-0374 

PR-2010-0375 

PR-2010-0376 

PR-2010-0377 

PR-2010-0378 

PR-2010-0388 

PR-2010-0391 

PR-2010-0386 

PR-2010-0387 

PR-2010-0389 

PR-2010-0390 

PR-2010-0395 

PR-2010-0392 

PR-2010-0384 

PR-2010-0385 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



2 Conferences INFORMS Decision 
Analysis Affinity Group (DAAG) (Apr 19- 
22) and MORS Decision Analysis 
Working Group (Jun 20-22) 

1 

37 

5-Apr-10 

7-Apr-10 

Approved-No Issues- 

remove DNI seal and name 

from all slides as wellas 
unclass banner,add 

disclaimer 


DNI Speechwriter 

1 

2 

7-Apr-10 

7-Apr-10 

Approved-No Issues 


Article for the William Mitchell Law 
Review/Journal of the National 

Security Forum 

1 

22 

8-Apr-10 

8-Apr-10 

Approved-No Issues 


at Christopher 

Newport University 

1 

12 

7-Apr-10 

8-Apr-10 

Approved-No Issues 


supported MARKINT 

1 

1 

8-Apr-10 

8-Apr-10 

Approved-No Issues 

Review of section of resume 

1 

1 

9-Apr-10 

9-Apr-10 

Approved-No Issues 


op-ed for publication in a German 

newspaper 

1 

2 

9-Apr-10 

9-Apr-10 

Approved-No Issues 


California State University (CSU) San 
Bernardino 

1 

4 

12-Apr-10 

12-Apr-10 

Approved-No Issues 


Maritime Homeland Security Summit 

in Miami 

1 

1 

13-Apr-10 

12-Apr-10 

Approved-No Issues 


April 14th at Duke 

1 

15 

9-Apr-10 

12-Apr-10 

Approved-No Issues 


changed 2 sentences 

1 

34 

14-Apr-10 

14-Apr-10 

Approved-No Issues 


Princeton senior^^H^H 

1 

1 

15-Apr-10 

15-Apr-10 

Approved-No Issues 


To be placed in various heritage 
community media 

1 

1 

9-Apr-10 

16-Apr-10 

Approved-No Issues 


Op Ed 

1 

2 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Speech for 17 Apr 2010 

1 

7 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Abstract and 2 Bios for an upcoming 
conference 

1 

19 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Need to forward to FBI for DOJ 

1 

8 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Pre-Pub review 

1 

14 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Pre-Pub review 

1 

2 

20-Apr-10 

20-Apr-10 

Approved-No Issues 


Submitted to Graduate School of Arts 
and Sciences of Georgetown Univ 

1 

112 

9-Apr-10 

20-Apr-10 

Approved-No Issues 


For ODNI 5 year Anniversary 

1 

3 

21-Apr-10 

21-Apr-10 

Approved-No Issues 


Homeland Security 

1 

2 

20-Apr-10 

21-Apr-10 

Approved-No Issues 


Coast Guard Leadership Development 
Center, New London, Ct. 

1 

22 

16-Apr-10 

22-Apr-10 

Approved-No Issues 


Vacancy Announcement/Outreach 
and Awareness Officer 

1 

19 

22-Apr-10 

22-Apr-10 

Approved-No Issues 


1C Legal Conference 

1 

14 

22-Apr-10 

22-Apr-10 

Approved-No Issues 


For Syracuse University 

1 

2 

22-Apr-10 

22-Apr-10 

Approved-No Issues 


For DODIIS Worldwide Conference 

1 

4 

22-Apr-10 

22-Apr-10 

Approved-No Issues 


Presentation to ODNI Heritage Council 

1 

18 

22-Apr-10 

22-Apr-10 

Approved-No Issues 


G-8 counries in Montreal 

1 

27 

23-Apr-10 

23-Apr-10 

Approved-No Issues 


Paper 

1 

2 

26-Apr-10 

26-Apr-10 

Approved-No Issues 


Paper 

1 

7 

26-Apr-10 

26-Apr-10 

Approved-No Issues 


000025 
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PR-2010-0394 


PR-2010-0399 

PR-2010-0400 

PR-2010-0379 

PR-2010-0380 

PR-2010-0381 

PR-2010-0382 

PR-2010-0383 

PR-2010-0398 

PR-2010-0401 

PR-2010-0402 

PR-2010-0393 

PR-2010-0396 

PR-2010-0397 

PR-2010-0403 

PR-2010-0406 

PR-2010-0408 

PR-2010-0404 

PR-2010-0405 

PR-2010-0407 

PR-2010-0409 

PR-2010-0410 

PR-2010-0412 

PR-2010-0413 

PR-2010-0414 

PR-2010-0418 


PR-2010-0411 

PR-2010-0416 



(b)(5) for all redactions in the "Venue" column. 



Preparing for the public launch of 

WITS 4/30/2010 

1 

6 

26-Apr-10 

26-Apr-10 

Approved-No Issues 


The National Initiative for 

Cybersecurity Education 

1 

15 

22-Apr-10 

26-Apr-10 

Approved-No Issues 


For job applications 

1 

3 

26-Apr-10 

26-Apr-10 

Approved-No Issues 


Foreign Public Opinion and National 
Security 

1 

21 

23-Apr-10 

27-Apr-10 

Approved-No Issues 


Sharp Program 

1 

6 

27-Apr-10 

27-Apr-10 

Approved-No Issues 


Brusells/NATO in late May 

1 

26 

26-Apr-10 

27-Apr-10 

Approved-No Issues 


Rising China/article for a newspaper 

1 

4 

27-Apr-10 

27-Apr-10 

Approved-No Issues 


Presentation at a forum 30 April 

1 

21 

20-Apr-10 

27-Apr-10 

Approved-No Issues 


Op-ed 

1 

10 

27-Apr-10 

27-Apr-10 

Approved-No Issues 


Being published by the National 
Defense Intelligence College (NDIC) 

1 

244 

27-Apr-10 

27-Apr-10 

Approved-No Issues 


To be published in the Journal for 
Intelligence and National Security 

1 

27 

27-Apr-10 

27-Apr-10 

Approved-No Issues 


5th Anniversary pictures 

1 

14 

26-Apr-10 

28-Apr-10 

Approved-No Issues 


Presenting at a legal conference at 
Georgetown 

1 

4 

27-Apr-10 

28-Apr-10 

Approved-No Issues 


Upgraded Bio (PR-2009-0435) 

1 

1 

28-Apr-10 

28-Apr-10 

Approved-No Issues 


To present at the DODIIS Worldwide 
Conference in May in Tennessee 

1 

32 

21-Apr-10 

29-Apr-10 

Approved-No Issues 


For release to UNSC member 

countries 

1 

5 

29-Apr-10 

29-Apr-10 

Approved-No Issues 


Reflection on Technology and 
Intelligence Systems 

1 

17 

25-Apr-10 

29-Apr-10 

Approved-No Issues 







Approved-No Issues-Both 
briefings should be marked 

FOUO 



1 

23 

29-Apr-10 

3-May-10 


in mid-May 


Independent Cost Estimates to DNI 

1 

5 

28-Apr-10 

3-May-10 

Approved-No Issues 


U.S. Intelligence Policy: Where Do We 

Stand? 

1 

32 

27-Apr-10 

3-May-10 

Approved-No Issues 


Intelligence R&D: Meeting National 
Security 

1 

12 

30-Apr-10 

3-May-10 

Approved-No Issues 


Q&A's for DNI 1C legal Conf May 5-6 

2010 

1 

4 

3-May-10 

3-May-10 



New Approaches to Fighting Terrorism 

1 

2 

3-Apr-10 

3-May-10 

Approved-No Issues 


Presented to Univ of Pennsylvania 

1 

50 

3-May-10 

3-May-10 

Disapproved per^^^ 
5/12/2010 


Synthetic Biology: A New 
Paradigm/Conf in Sidney, Australia 12- 
14 May 2010 

1 

19 

29-Apr-10 

3-May-10 

Approved-No Issues 


For class at George Mason Univ. 

5/6/2010 

1 

8 

3-Mav-10 

3-Mav-10 

Aooroved-No Issues 





Paper 

1 

1 

3-May-10 

4-May-10 

Approved-No Issues 


Current Status in Afganistan and 
Pakistan 

1 

1 

3-May-10 

4-May-10 

Approved-No Issues 


000026 
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(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0417 


PR-2010-0419 

PR-2010-0420 

PR-2010-0421 

PR-2010-0422 

PR-2010-0423 

PR-2010-0424 

PR-2010-0425 

PR-2010-0430 

PR-2010-0426 

PR-2010-0427 

PR-2010-0428 

PR-2010-0429 

PR-2010-0431 

PR-2010-0432 

PR-2010-0433 

PR-2010-0434 

PR-2010-0435 

PR-2010-0436 

PR-2010-0437 

PR-2010-0438 

PR-2010-0497 

PR-2010-0443 

PR-2010-0440 

PR-2010-0442 

PR-2010-0446 

PR-2010-0447 

PR-2010-0439 

PR-2010-0441 

PR-2010-0444 

PR-2010-0445 




Corporate America, Are You 

Protecting Your Information? 

1 

3 

2-May-10 

5-May-10 

Approved-No Issues 


For prospective Georgetown law 
graduates 

1 

3 

4-May-10 

5-May-10 

Approved-No Issues 


Guidelines for Sharing Protected 
Info/ODNI instruction 8005 

1 

18 

3-May-10 

6-May-10 

Approved-No Issues 


Threats Against Rail/Mass Transit 
Systems 

1 

30 

3-May-10 

6-May-10 

Approved-No Issues 


Presentation at DODIIS 2010 

1 

16 

28-Apr-10 

6-May-10 

Approved-No Issues 


JAWG Element/6/10/2010 re-review 
with minor changes 

1 

2 

6-May-10 

6-May-10 

Approved-No Issues 


To be presented at the NITRO 

Research Agenda Kick-off May 19 at 
the Claremont Hotel in Oakland Ca. 

1 

8 

5-May-10 

6-May-10 

Approved-No Issues 


Organizational Conflict of Interest 

1 

9 

6-May-10 

6-May-10 

Approved-No Issues 


John Benjamins Publishing Company, 
Benjamins Translation Library 

1 

3 

5-May-10 

6-May-10 

Approved-No Issues 


Patriot Lost 

1 

287 

14-Apr-10 

10-May-10 

Approved-No Issues 


Columbia's FARC Attacks the 

Homeland; Wen Ho Lee A Spy? 

1 

86 

27-Apr-10 

10-May-10 

Approved-No Issues 


Applying for jobs 

1 

3 

ll-May-10 

ll-May-10 

Approved-No Issues 


NARA Appraisal Memo for NCIX 
Records Schedule 

1 

76 

20-Apr-10 

ll-May-10 

Approved-No Issues 


Application for jobs 

1 

7 

ll-May-10 

ll-May-10 

Approved-No Issues 


F^^H Manuscript 

1 

353 

30-Apr-10 

12-May-10 

Approved-No Issues 

For public release 

1 

4 

ll-May-10 

12-May-10 

Approved-No Issues 


For review 

1 

16 

10-May-10 

12-May-10 

Approved-No Issues 


The ODNI Voice of EEO and Diversity 

1 

2 

ll-May-10 

12-May-10 

Approved-No Issues 


Enterprise Procurement Initiative (EPI) 
Overview 

1 

12 

12-May-10 

13-May-10 

Approved-No Issues- 
MSC/Contracts event only 


PARS in the DOJ format 

1 

32 

13-May-10 

13-May-10 

Approved-No Issues 


Cybersecurity: The U.S. Legislative 
Agenda 

1 

36 

13-May-10 

13-May-10 

Approved-No Issues 


Thesis cleared for NDU only 

1 

2 

14-May-10 

14-May-10 

Approved-No Issues 


World Cup Coverage 

1 

2 

14-May-10 

17-May-10 

Approved-No Issues 


DIA Business Transformation Update 

1 

51 

14-May-10 

18-May-10 

Approved-No Issues 


DNI Corporate Council, May 21, 2010 

1 

10 

14-May-10 

18-May-10 

Approved-No Issues 


For the Naval War College 19-21 May 

2010 

1 

8 

ll-May-10 

18-May-10 

Approved-No Issues 


Op-ed 

1 

1 

18-May-10 

18-May-10 

Approved-No Issues 


Ad 

1 

1 

19-May-10 

19-May-10 

Approved-No Issues 


William and Mary in Washington/May 
24 2010 

1 

2 

17-May-10 

19-May-10 

Approved-No Issues 


State/DOD conference 5/19/2010 

1 

5 

19-May-10 

19-May-10 

Approved-No Issues 


Digital Dependence Timeline; Digital 
Dependence: Cybersecurity in the 21st 
Century 

1 

53 

17-May-10 

19-May-10 

Approved-No Issues 


000027 











































































Approved for release by ODNI on 3-28-2017, FOIA case DF-2016-00165. 


PR-2010-0448 


PR-2010-0449 

PR-2010-0451 

PR-2010-0452 

PR-2010-0496 

PR-2010-0461 

PR-2010-0450 

PR-2010-0457 

PR-2010-0458 

PR-2010-0460 

PR-2010-0453 

PR-2010-0459 

PR-2010-0454 

PR-2010-0455 

PR-2010-0456 

PR-2010-0463 

PR-2010-0462 

PR-2010-0464 

PR-2010-0465 

PR-2010-0466 

PR-2010-0473 

PR-2010-0536 

PR-2010-0467 

PR-2010-0468 

PR-2010-0469 

PR-2010-0470 

PR-2010-0471 

PR-2010-0472 

PR-2010-0474 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



DNI CLPO Privacy-Enhancing 
Technology Report 

1 

31 

18-May-10 

19-May-10 

Approved-No Issues 


Remarks to the Washington Center 
Seminar at NCTC,LX-1 5/20/2010 

1 

11 

17-May-10 

19-May-10 

Approved-No Issues 


article for New Yorker magazine 

1 

1 

19-May-10 

19-May-10 

Approved-No Issues 


Presentation at MORS 

1 

14 

19-May-10 

19-May-10 

Approved-No Issues 


To sit on panel at Washington 
Convention Center Forum 

1 

1 

19-May-10 

19-May-10 

Approved-No Issues 


Will be presented at the DoDIIS 

Worldwide Conference in Arizona 

9 

145 

17-May-10 

20-May-10 

Approved-No Issues 


Internship Fair held 2 May 2010 

1 

5 

19-May-10 

20-May-10 

Approved-No Issues 


For DNI Publication review 

1 

1 

20-May-10 

20-May-10 

Approved-No Issues 


For ODNI review 

1 

2 

17-May-10 

20-May-10 

Approved-No Issues 


To be given at embassy in London, 
England 

1 

1 

20-May-10 

20-May-10 

Approved-No Issues 


ISI 2010 

1 

21 

ll-May-10 

21-May-10 

Approved-No Issues 


To the International Studies 

Association(ISA) 

1 

1 

21-May-10 

21-May-10 

Approved-No Issues 


Classification question 

1 

2 

20-May-10 

24-May-10 

Approved-No Issues 


The National Maritime Intelligence 
Center (NMIC) 

1 

1 

19-May-10 

24-May-10 

Approved-No Issues 


Classification review 

1 

2 

20-May-10 

24-May-10 

Approved-No Issues 


Summary of Key Domestic Events 

2009-2010 

1 

5 

24-May-10 

25-May-10 

Approved-No Issues 


Analyzing the Information and 
Intelligence that Drives 
Counterterrorism Strategies 

1 

11 

17-May-10 

26-May-10 

Approved-No Issues 


A Conversation with Former CIA 

Director Mike Hayden 

1 

33 

20-May-10 

26-May-10 

Approved-No Issues 


PDB Briefer 

1 

2 

21-May-10 

26-May-10 

Approved-No Issues 


From BDPA June 4, 2010 

1 

5 

26-May-10 

27-May-10 

Approved-No Issues 


For Fall 2010 semester at NYU 

1 

3 

19-May-10 

27-May-10 

Approved-No Issues 


Conference in Washington D.C. Jun 8- 
9, 2010 

1 

0 

28-May-10 

31-May-10 

Dissapproved 


Records Control Schedule 

1 

12 

28-May-10 

2-Jun-10 

Approved-No Issues 


To be given at the ArchitecturePlus 
Seminar 6/16/10 

1 

14 

25-May-10 

2-Jun-10 

Approved-No Issues 


1C Business Transformation 

1 

7 

27-May-10 

2-Jun-10 

Approved-No Issues 


CSI at the Truman Library 6/16/10 

1 

9 

24-May-10 

2-Jun-10 

Approved-No Issues 


Info for posting to DNI.gov 

1 

2 

l-Jun-10 

2-Jun-10 

Approved-No Issues 


1C Heritage Community Liaison Council 

1 

3 

24-May-10 

2-Jun-10 

Approved-No Issues 


Information Sharling, Dot Connecting 
and Intelligence Failures 

1 

10 

28-May-10 

2-Jun-10 

Approved-No Issues 


000028 
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PR-2010-0475 


PR-2010-0476 

PR-2010-0477 

PR-2010-0478 

PR-2010-0480 

PR-2010-0479 

PR-2010-0481 

PR-2010-0482 

PR-2010-0483 

PR-2010-0484 

PR-2010-0485 

PR-2010-0486 

PR-2010-0487 

PR-2010-0488 

PR-2010-0489 

PR-2010-0490 

PR-2010-0491 

PR-2010-0492 

PR-2010-0493 

PR-2010-0494 

PR-2010-0495 

PR-2010-0504 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Choosing Both:Making Technology 
Choices at the Intersections of Privacy 
and Security 

1 

19 

l-Jun-10 

2-Jun-10 

Approved-No Issues 


The Armageddon Test: Eliminating The 

Nuclear Black Market 

1 

6 

l-Jun-10 

2-Jun-10 

Approved-No Issues 


Submission to State about GIA 

1 

2 

3-Jun-10 

3-Jun-10 

Approved-No Issues 


Becoming A Violent Extremist: 

Process, Drivers, and Assessment/to 
be presented at Worcester State 
College 

1 

30 

3-Jun-10 

3-Jun-10 

Approved-No Issues 


"The Job of Director of National 
Intelligence" 

1 

2 

4-Jun-10 

4-Jun-10 

Approved-No Issues-need 

to include disclaimer and 

submit Outside Activities 

form 


"Advertising and Promotion" 

1 

2 

21-May-10 

7-Jun-10 

Disapproved 


To use within IC/USG channels 

1 

2 

4-Jun-10 

7-Jun-10 

Approved-No Issues 


ITF Capabilities Review Strategic 
Communications/Mass Transit 

Exercise Scenario 

1 

24 

4-Jun-10 

7-Jun-10 

Approved-No Issues 


AFA Space Cyberspace Speech to be 
given on 9 Jun 2010/Revised 

6/15/2010 to be posted on website 

1 

10 

7-Jun-10 

7-Jun-10 

Approved-No Issues-PAO 
will respond 


ODNI Office of the General Counsel 

1 

6 

7-Jun-10 

7-Jun-10 

Approved-No Issues 


Ensure it meets DNI classification 
guidelines 

1 

2 

7-Jun-10 

8-Jun-10 

Approved-No Issues-with 
changes 


Key Questions every Chief Information 
Security Officer or Chief Information 
Officer Must Ask 

1 

3 

28-May-10 

8-Jun-10 

Approved-No Issues 


Intelligence Guide 

1 

57 

8-Jun-10 

8-Jun-10 

Approved-Mo Issues 


NCTC Online Current 

1 

1 

4-Jun-10 

8-Jun-10 

Approved-No Issues 


Domestic Chemical Defense Policy 
Summary 

1 

9 

7-Jun-10 

8-Jun-10 

Approved-No Issues 



1 

1 

8-Jun-10 

8-Jun-10 

Approved-No Issues 


Talking points 

1 

3 

8-Jun-10 

8-Jun-10 

Approved-No Issues/some 
recommendations 


ICD 705, Sensitive Compartmented 

Information Facilities 

1 

3 

8-Jun-10 

9-Jun-10 

Approved-No Issues 


"Federal Cybersecurity Research 
Agenda 

1 

11 

7-Jun-10 

9-Jun-10 

Approved-No Issues 


"New Approaches to Fighting 
Terrorism: Using Fluman Capital 
Systems to Accomplish Mission-Critical 
Strategic Objectives" 

1 

42 

8-Jun-10 

9-Jun-10 

Approved-No Issues 


Hunting Foxes:Can Clapper do the 

Job? 

1 

2 

9-Jun-10 

9-Jun-10 

Approved-No Issues 


Article on Intelligence Community 
Reform 

1 

9 

10-Jun-10 

10-Jun-10 

Approved-No Issues 


000029 

























































Approved for release by ODNI on 3-28-2017, FOIA case DF-2016-00165. 


(b)(3), (b)(5) for all redactions in the "Venue" column. 


PR-2010-0498 


PR-2010-0500 

PR-2010-0501 

PR-2010-0502 

PR-2010-0503 

PR-2010-0507 

PR-2010-0508 

PR-2010-0499 

PR-2010-0505 

PR-2010-0506 

PR-2010-0509 

PR-2010-0510 

PR-2010-0511 

PR-2010-0512 

PR-2010-0513 

PR-2010-0514 

PR-2010-0515 

PR-2010-0516 

PR-2010-0517 

PR-2010-0525 

PR-2010-0524 

PR-2010-0526 

PR-2010-0527 

PR-2010-0523 

PR-2010-0518 

PR-2010-0519 

PR-2010-0520 


League of Black Women Jun 15-18 

2010 in Florida 

1 

16 

ll-Jun-10 

13-Jun-10 

Approved-No Issues 

DNI Publication review 

1 

3 

14-Jun-10 

14-Jun-10 

Approved-No Issues 

The Path to Indigenous Innovation in 
the Energy Sector 

1 

18 

ll-Jun-10 

14-Jun-10 

Approved-No Issues 

Guide for Public Safety 
Responders/Guide with all 
changesl0/25/10 

1 

42 

ll-Jun-10 

14-Jun-10 

Approved-No Issues 

Req Publication Review 

1 

2 

14-Jun-10 

14-Jun-10 

Approved-No Issues 

Review by ODNI Pre-pub 

1 

4 

10-Jun-10 

14-Jun-10 

Approved-No Issues 

Review needed for Public Release 

1 

7 

14-Jun-10 

14-Jun-10 

Approved-No Issues 

Natl Press Club 

1 

8 

ll-Jun-10 

15-Jun-10 

Approved-No Issues 

Strategic Analysis/Swiss Federal 
Institute of Technology, Zurich 16 June 
2010 

1 

21 

14-Jun-10 

15-Jun-10 

Approved-No Issues 

Climate Change Impact on National 
Security 

1 

12 

14-Jun-10 

15-Jun-10 

Approved-No Issues 

For prepublication 

1 

2 

15-Jun-10 

16-Jun-10 

Approved-No Issues 

NCTC Records Schedule Appraisal for 
Pre-pub review 

1 

9 

7-Jun-10 

17-Jun-10 

Approved-No Issues 

Records Schedule for Pre-Pub Review 

1 

10 

4-Jun-10 

17-Jun-10 

Approved-No Issues 

Future of Open Source-Protecting 
Privacy and Civil Liberties in a Time of 
Rapid Change 

1 

6 

17-Jun-10 

17-Jun-10 

Approved-No Issues 

Climate Change Impact on National 
Security 

1 

28 

17-Jun-10 

21-Jun-10 

Approved-No Issues 

Open Source 

1 

4 

18-Jun-10 

21-Jun-10 

Approved-No Issues 

Open Source Roundtable conference 

1 

39 

18-Jun-10 

21-Jun-10 

Approved-No Issues 

eChirp-Newest Intelink Service 

1 

2 

17-Jun-10 

21-Jun-10 

Approved-No Issues 

Sensemaking:A Structure for an 
Intelligence Revolution 

1 

189 

22-Jun-10 

23-Jun-10 

Approved-No Issues 

Review from Pre-publication 

1 

3 

22-Jun-10 

23-Jun-10 

Approved-No Issues 

Why Intelligence Fails:Lessons from 
the Iraniaan Revolution and the Iraq 
War 

1 

7 

22-Jun-10 

24-Jun-10 

Approved-No Issues 

R e m a r ks 

1 

18 

15-Jun-10 

24-Jun-10 

Approved-No Issues 

Resume and Bio 

1 

4 

24-Jun-10 

24-Jun-10 

Approved-No Issues 

To be presented at the Infragard 
Conference 

1 

3 

23-Jun-10 

27-Jun-10 

Approved-No Issues 

Graphics to be used at job fairs, 
conferences, etc. 

1 

2 

24-Jun-10 

28-Jun-10 

Approved-No Issues 

From combined Arms to Combined 

Intelligenc^^^^^^B^H^Hl 

1 

16 

28-Jun-10 

28-Jun-10 

Approved-No Issues 

To submit into Scientific American for 

publication 

1 

3 

24-Jun-10 

28-Jun-10 

Approved-No Issues 


000030 
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PR-2010-0521 


PR-2010-0522 

PR-2010-0528 

PR-2010-0529 

PR-2010-0530 

PR-2010-0531 

PR-2010-0532 

PR-2010-0533 

PR-2010-0534 

PR-2010-0535 

PR-2010-0537 

PR-2010-0538 

PR-2010-0539 

PR-2010-0540 

PR-2010-0541 

PR-2010-0542 

PR-2010-0543 

PR-2010-0544 

PR-2010-0545 

PR-2010-0546 

PR-2010-0548 

PR-2010-0549 

PR-2010-0550 

PR-2010-0551 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Req pre-publication review 

1 

2 

14-Jun-10 

28-Jun-10 

Approved-No Issues 


^■[1 Reception, APL Kossiakoff 
Center, June 25, 2010 

1 

10 

25-Jun-10 

28-Jun-10 

Approved-No Issues 


Chapter 6 and 10 of "Analysis in 

Action" 

2 

87 

14-Jun-10 

28-Jun-10 

Approved-No Issues 


Tasker 

1 

59 

29-Jun-10 

29-Jun-10 

Approved-No Issues 


Resume review 

1 

6 

29-Jun-10 

29-Jun-10 

Approved-No Issues 


Updated Resume 

1 

6 

28-Jun-10 

29-Jun-10 

Approved-No Issues 


Terrorism and the Behavioral Sciences 

RS 

1 

27 

24-Jun-10 

29-Jun-10 

Approved-No Issues 


Shades of green:engaged pacifism, the 
just war tradition, and the German 

Greens 

1 

36 

29-Jun-10 

30-Jun-10 

Approved-No Issues 


Synthesizing with Clients, Not 

Analyzing for Customers a Provocation 

1 

16 

24-Jun-10 

30-Jun-10 

Approved-No Issues 


Open Source Intelligence in the 
Information age Theory,Practice and 
21st Century Challenges 

1 

17 

28-Jun-10 

30-Jun-10 

Approved-No Issues 


NCTC Online CURRENT 

1 

2 

30-Jun-10 

l-Jul-10 

Approved-No Issues 


For Review and Clearance 

1 

2 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Event held at the Bacon House Ret. 
Foreign Service Officers and DIA 
officers 

1 

9 

l-Jul-10 

l-Jul-10 

Approved-No Issues 


Interview^^^^^^^f of the 
Washington Post/12/22/09 

1 

26 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Interview^^^^^^^f of the 
Washington Post/1/8/2010 

1 

42 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Interview^^^^^^^f of the 
Washington Post 12/4/09 

1 

22 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Interview^^^^^^^f of the 
Washington Post 12/1/09 

1 

21 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Interview^^^^^^^f of the 
Washington Post 12/18/09 

1 

33 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Intervievv^^^^^^^^ of the 
Washington Post 11/24/2009 

1 

42 

29-Jun-10 

l-Jul-10 

Approved-No Issues 


Protecting Lives and Data : A Critical 
Test for the Future of Transatlantic 

Security 

1 

4 

6-Jul-10 

6-Jul-10 

Approved-No Issues 


GEOINT Saves Lives-Global 

Humanitarian Support and Disaster 
Relief 

1 

6 

l-Jul-10 

6-Jul-10 

Approved-No Issues 


Suspicious Activity Reports: 

Intelligence Support to Multiple 
Homeland Security Missions 

1 

32 

28-Jun-10 

6-Jul-10 

Approved-No Issues 


CTP-Retirement Resume 

1 

6 

l-Jul-10 

6-Jul-10 

Approved-No Issues 


Resume for review 

1 

3 

l-Jul-10 

6-Jul-10 

Approved-No Issues 


000031 
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PR-2010-0552 


PR-2010-0553 

PR-2010-0554 

PR-2010-0547 

PR-2010-0555 

PR-2010-0556 

PR-2010-0557 

PR-2010-0558 

PR-2010-0561 

PR-2010-0559 

PR-2010-0560 

PR-2010-0562 

PR-2010-0563 

PR-2010-0564 

PR-2010-0576 

PR-2010-0565 

PR-2010-0566 

PR-2010-0567 

PR-2010-0568 

PR-2010-0570 

PR-2010-0571 

PR-2010-0572 

PR-2010-0569 

PR-2010-0573 

PR-2010-0574 

PR-2010-0575 

PR-2010-0577 

PR-2010-0578 



(b)(3), (b)(5) for all redactions in the "Venue" column. 


Leveraging U.S. Intelligence to Defeat 
Mexican Drug Trafficking 

Organizations: A Framework for 
Strengthening Democracy, Sovereignty 
and the Rule of Law in Mexico 

1 

77 

30-Jun-10 

6-Jul-10 

Approved-No Issues 

Resume for review 

1 

6 

29-Jun-10 

6-Jul-10 

Approved-No Issues 

Cyber Research Coordination 

Landscape (CNCI Funded Agencies) 

1 

1 

2-Jul-10 

6-Jul-10 

Approved-No Issues 

Presented at the Pinellas County 
Sheriff's Office Law Enforcement and 
Military Cooperative Biometrics 
Workshop 

1 

12 

2-Jul-10 

7-Jul-10 

Approved-No Issues 

Resume for review 

1 

3 

7-Jul-10 

7-Jul-10 

Approved-No Issues 

j^^^^^^^HWashington Post 

1 

31 

7-Jul-10 

8-Jul-10 

Approved-No Issues 

2/22/2010 

Defining Domestic Intelligence 
Collection 

1 

22 

6-Jul-10 

8-Jul-10 

Approved-No Issues 

Resume for review 

1 

6 

8-Jul-10 

8-Jul-10 

Approved-No Issues 

An Intelligence-Community-Deployed 
Best Practice Candidate for a Design 
Pattern Enabling Higher Expressivity 

1 

6 

7-Jul-10 

9-Jul-10 

Approved-No Issues 

Resume for review 

1 

2 

8-Jul-10 

9-Jul-10 

Approved-No Issues 

Resume for review 

1 

3 

8-Jul-10 

9-Jul-10 

Approved-No Issues 

1C Security Rducation and Training 
Program 

1 

20 

8-Jul-10 

9-Jul-10 

Approved-No Issues-PAO 
will respond 

Resume for review 

1 

4 

8-Jul-10 

9-Jul-10 

Approved-No Issues 

"Why It Matters" 

1 

3 

12-Jul-10 

15-Jul-10 

Approved-No Issues 

Resume for review 

1 

1 

13-Jul-10 

17-Jul-10 

Approved-No Issues 

Digitally Divided 

1 

10 

8-Jul-10 

19-Jul-10 

Approved-No Issues 

Trifold Brochure 

1 

2 

14-Jul-10 

19-Jul-10 

Approved-No Issues 

For publication on IARPA-BAA 

1 

1 

16-Jul-10 

19-Jul-10 

Approved-No Issues 

22 July TDY 

1 

1 

14-Jul-10 

19-Jul-10 

Approved-No Issues 

Powerpoint presentation for public 
conferences and presentations 

1 

1 

13-Jul-10 

19-Jul-10 

Approved-No Issues 

To be posted on GD website 

1 

3 

16-Jul-10 

19-Jul-10 

Approved-No Issues 

Resume for review 

1 

2 

13-Jul-10 

19-Jul-10 

Approved-No Issues 

Resume for review 

1 

2 

20-Jul-10 

20-Jul-10 

Approved-No Issues 

China's Response to the Nuclear 
Posture Review 

1 

15 

8-Jul-10 

20-Jul-10 

Approved-No Issues 

Chief, Financial Execution Division 

1 

15 

20-Jul-10 

20-Jul-10 

Approved-No Issues 

Terrorism,Threats, and Egyptian 
Security 

1 

5 

19-Jul-10 

20-Jul-10 

Approved-No Issues 

Q&A for review 

1 

2 

20-Jul-10 

20-Jul-10 

Approved-No Issues 

To discuss w/Office of Government 

Ethics 

1 

1 

20-Jul-10 

20-Jul-10 

Approved-No Issues 


000032 
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PR-2010-0579 


PR-2010-0580 

PR-2010-0581 

PR-2010-0582 

PR-2010-0583 

PR-2010-0584 

PR-2010-0585 

PR-2010-0586 

PR-2010-0587 

PR-2010-0588 

PR-2010-0589 

PR-2010-0590 

PR-2010-0591 

PR-2010-0592 

PR-2010-0595 

PR-2010-0740 

PR-2010-0593 

PR-2010-0594 

PR-2010-0596 

PR-2010-0597 

PR-2010-0598 

PR-2010-0599 

PR-2010-0600 

PR-2010-0603 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Data Encoding Specs for: Info Security 
Markings;lntel Publications; and Need 

ToOKnow Metadata 

3 

9 

19-Jul-10 

20-Jul-10 

Approved-No Issues 


To be posted on the WITS NextGen 
home page 

1 

55 

16-Jul-10 

20-Jul-10 

Approved-No Issues 


RCS for pre-pub review 

1 

5 

12-Jul-10 

20-Jul-10 

Approved-No Issues 


To be handed out for the annual 

Terrorist Incidents Conference 

1 

1 

20-Jul-10 

20-Jul-10 

Approved-No Issues 


National Intelligence Coordination 
Center 

1 

10 

12-Jul-10 

21-Jul-10 

Approved-No Issues 
w/changes 


NCTC Water Supplies: Threat & 
Vulnerability 

1 

27 

20-Jul-10 

21-Jul-10 

Approved-No Issues 
w/changes 


The DNI 

1 

13 

19-Jul-10 

21-Jul-10 

Approved-No Issues 


To be presented at the Terrorist 
Incidents Conference 7/28/2010 

1 

75 

21-Jul-10 

21-Jul-10 

Approved-No Issues 


For submission to "The Public 

Manager" 

1 

7 

12-Jul-10 

21-Jul-10 

Approved-No Issues 


Top Secret America 

1 

3 

22-Jul-10 

22-Jul-10 

Approved-No Issues 


To be presented at NCTC on 

1 

1 

22-Jul-10 

22-Jul-10 

Approved-No Issues 


NARA memo covering records of the 
Office of the Chief of Protocol 

1 

5 

14-Jul-10 

22-Jul-10 

Approved-No Issues 


For the annual TIDE Users conference 

1 

1 

22-Jul-10 

22-Jul-10 

Approved-No Issues 


National Defense Intelligence College 
Commencement Ceremony 7/23/2010 

1 

12 

22-Jul-10 

22-Jul-10 

Approved-No Issues 


Ltr to the editor of The Washington 
Post concerning the nomination of 

Gen. Clapperto be DNI 



21-Jul-10 

22-Jul-10 

Cleared by PAO 







Declaration was reviewed 


NCTC Water Supply Briefing 

1 

29 

20-Jul-10 

22-Jul-10 

and cleared/no documents 
were presented to CA 


1C Chief Human Capital Office Strategic 
Mission Outreach 3 Aug 2010 

1 

7 

19-Jul-10 

26-Jul-10 

Approved-No Issues 


Resume for review 

1 

3 

19-May-10 

26-Jul-10 

Approved-No Issues 


3 articles written bymgggpgm 

3 

26 

19-Jul-10 

26-Jul-10 







Conference to be held Aug 24-25 2010 
at Fort Lesley J. McNair 

i 

8 

21-Jul-lO 

26-Jul-10 

Approved-No Issues 


Number 700, 702 Protection of 
National Intelligence 

2 

7 

23-Jul-10 

26-Jul-10 

Approved-No Issues 


Trip to Miles College in Alabama July 
27-30 as part of a formal ODNI 

program 

1 

7 

16-Jul-10 

26-Jul-10 

Approved-No Issues 


Information Assurance in the 
Intelligence Community Information 
Enterprise/Conference in Boston, Aug 
9-13 

1 

18 

26-Jul-10 

26-Jul-10 

Approved-No Issues 


"Why Is Amer Rasheed Still in Jail" 

1 

3 

16-Jul-10 

26-Jul-10 

Approved-No Issues 


000033 
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PR-2010-0601 


PR-2010-0602 

PR-2010-0604 

PR-2010-0605 

PR-2010-0606 

PR-2010-0607 

PR-2010-0608 

PR-2010-0609 

PR-2010-0610 

PR-2010-0611 

PR-2010-0612 

PR-2010-0613 

PR-2010-0616 

PR-2010-0617 

PR-2010-0614 

PR-2010-0615 

PR-2010-0618 

PR-2010-0619 

PR-2010-0620 

PR-2010-0621 

PR-2010-0622 

PR-2010-0623 

PR-2010-0624 

PR-2010-0625 

PR-2010-0626 

PR-2010-0627 

PR-2010-0628 

PR-2010-0643 

PR-2010-0644 

PR-2010-0629 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



To promote the release of NCTC 
Current on SPIRNet 

1 

1 

23-Jul-10 

27-Jul-10 

Approved-No Issues 


Req for SEST-540 Al-Qa'ida 

1 

10 

19-Jul-10 

27-Jul-10 

Approved-No Issues 


1C CIO, 1C Enterprise Architecture 
Directorate req pre-pub review 

1 

299 

17-Jul-10 

27-Jul-10 

Approved-No Issues 


If Asked/ Pivot Talking points 

1 

1 

27-Jul-10 

27-Jul-10 

Approved-No Issues 


2010 DoD Worldwide Security 
Conference 

1 

33 

27-Jul-10 

28-Jul-10 

Approved-No Issues 


National Counterterrorism Center 

5 

88 

20-Jul-10 

28-Jul-10 

Approved-No Issues 


Resume approval for distribution 

1 

6 

20-Jul-10 

29-Jul-10 

Approved-No Issues 


Resume for review 

1 

1 

29-Jul-10 

29-Jul-10 

Approved-No Issues 


The Evolving Threat to the West/Aug 
2010 

1 

19 

27-Jul-10 

29-Jul-10 

Approved-No Issues 


Resume for review 

1 

2 

29-Jul-10 

29-Jul-10 

Approved-No Issues 


Learning the Rules of the Long Game 

1 

15 

22-Jul-10 

29-Jul-10 

Approved-No Issues 


Resume for review 

1 

1 

29-Jul-10 

2-Aug-10 

Disapproved 


Resume for review/amended copy too 

1 

2 

23-Jul-10 

2-Aug-10 

Approved-No Issues 


Resume for review 

1 

1 

28-Jul-10 

2-Aug-10 

Approved-No Issues 


For review 

1 

6 

3-Aug-10 

3-Aug-10 

Approved-No Issues 


Europe Stepping Up 

1 

26 

2-Aug-10 

3-Aug-10 

Approved-No Issues 


Resume for review/amended copy too 

1 

3 

2-Aug-10 

3-Aug-10 

Approved-No Issues 


IARPA Tools for Recognizing useful 
Signals of Trustworthiness (TRUST) 
Program 

1 

4 

3-Aug-10 

3-Aug-10 

Approved-No Issues 


online course on Information Warfare 
through American Military University 

1 

1 

3-Aug-10 

3-Aug-10 

Approved-No Issues 


Intelligence & National Security: The 
Role of ther ODNI 

1 

15 

4-Aug-10 

4-Aug-10 

Approved-No Issues 


Perception, Misperception, and the US 
Iraq Wars 

1 

43 

2-Aug-10 

4-Aug-10 

Approved-No Issues 


Resume for review 

1 

1 

4-Aug-10 

10-Aug-10 

Approved-No Issues 


Resume for review 

1 

2 

3-Aug-10 

10-Aug-10 

Approved-No Issues 


To be included in Unclassified 
Conference Summary released by the 

DOD 

1 

3 

4-Aug-10 

10-Aug-10 

Approved-No Issues 


ODNI SRA Facilities Working Group 
(FWG) 

1 

6 

6-Aug-10 

10-Aug-10 

Approved-No Issues 


Resume for review 

1 

4 

6-Aug-10 

10-Aug-10 

Approved-No Issues 


The Case for National Security Council 
Planning 

1 

2 

4-Aug-10 

10-Aug-10 

Approved-No Issues 


The Case for National Security Council 
Planning 

1 

2 

29-Jul-10 

10-Aug-10 

Approved-No Issues 


SMA Conference Summary 

1 

3 

30-Jul-10 

10-Aug-10 

Approved-No Issues 


Russia Confronts the Realities of a 
Rising China And the Potential Impact 
on Russian Energy Ambitions 

1 

16 

9-Aug-10 

ll-Aug-10 

Approved-No Issues 


000034 









































































PR-2010-0630 


PR-2010-0631 

PR-2010-0632 

PR-2010-0633 

PR-2010-0636 

PR-2010-0637 

PR-2010-0638 

PR-2010-0639 

PR-2010-0640 

PR-2010-0641 

PR-2010-0634 

PR-2010-0635 

PR-2010-0642 

PR-2010-0645 

PR-2010-0646 

PR-2010-0647 

PR-2010-0648 

PR-2010-0649 

PR-2010-0650 

PR-2010-0651 

PR-2010-0652 

PR-2010-0657 

PR-2010-0662 

PR-2010-0653 

PR-2010-0665 

PR-2010-0666 

PR-2010-0669 

PR-2010-0677 



Approved for release by ODNI on 3-28-2017, FOIA case DF-2016-00165. 

(b)(3), (b)(5) for all redactions in the "Venue" column. 


Research Effort 

1 

2 

10-Aug-10 

ll-Aug-10 

Resume for review 

1 

4 

ll-Aug-10 

ll-Aug-10 

Approved-No Issues 

Shaping The Future of Cybersecurity 
Education 

1 

29 

ll-Aug-10 

12-Aug-10 

Approved-No Issues 

EnhancedView Program: Secure 
Operations and Augmentation Joint 
Intelligence Acquisition Board 

1 

43 

20-Jul-10 

12-Aug-10 

Approved-No lssues(some 
stipulations) 

Resume for review 

1 

3 

9-Jun-10 

16-Aug-10 

Approved-No Issues 

Aerial Warfare 

1 

2 

16-Aug-10 

16-Aug-10 

Approved-No Issues 

Capabilities Review Strategic 
Communications/Mass Transit 

Exercise Scenario 

1 

21 

ll-Aug-10 

16-Aug-10 

Approved-No Issues 

QFR's for review 

1 

17 

13-Aug-10 

16-Aug-10 

Approved-No Issues 

Resume for review 

1 

2 

12-Aug-10 

16-Aug-10 

Approved-No Issues 

Daily Briefing 

1 

4 

12-Aug-10 

16-Aug-10 

Approved-No Issues 

Expanding Discovery and Access in the 
Intelligence Community 

1 

1 

16-Jul-10 

17-Aug-10 

Approved-No Issues 

Family Prepardness Guide/Emergency 
Relocation Group 

2 

4 

16-Aug-10 

17-Aug-10 

Approved-No Issues 

Resume Updated 

1 

2 

13-Aug-10 

17-Aug-10 

Approved-No Issues 

Resume and Tech Quals for review 

1 

15 

18-Aug-10 

18-Aug-10 

Approved-No Issues 

Resume for review 

1 

4 

5-Aug-10 

18-Aug-10 

Approved-No Issues 

Request final clearance 

1 

60 

17-Aug-10 

18-Aug-10 

Approved-No Issues 

U.S. National Security:Policy and 
Process/Countering Terrorism 
2010:Where Things Stand 

2 

38 

16-Aug-10 

18-Aug-10 

Approved-No Issues 

Request for clearance 

1 

1 

16-Aug-10 

19-Aug-10 

Approved-No Issues 

11 of 72 articles/7 art. 

18 

160 

18-Aug-10 

19-Aug-10 

Approved-No Issues/ some 
provisions 

Resume for review 

1 

1 

19-Aug-10 

19-Aug-10 

Approved-No Issues/some 
changes 

Also included 

1 

10 

20-Jul-10 

23-Aug-10 

Approved-No Issues 

Data Specifications 

1 

6 

19-Aug-10 

23-Aug-10 

Approved-No Issues 

ODNI Office of Legislative Affairs;RCS 

1 

4 

9-Aug-10 

23-Aug-10 

Approved-No Issues- 
w/changes 

For the Geospatial Intelligence Forum 
Magazine 

1 

5 

23-Aug-10 

24-Aug-10 

Approved-No Issues-some 
changes 

Resume for review 

1 

8 

24-Aug-10 

24-Aug-10 

Approved-No Issues 

Synthesizing with Clients, Not 

Analyzing for Customers 

1 

40 

19-Aug-10 

24-Aug-10 

Approved-No Issues 

Economic Security: Neglected 
Dimension of Nation Security? 

1 

13 

20-Aug-10 

24-Aug-10 

Approved-No Issues 

China's Military Build-up and Taiwan's 
Security;China-Japan Security 

Relations 

2 

14 

23-Aug-10 

24-Aug-10 

Approved-No Issues 
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PR-2010-0663 


PR-2010-0664 

PR-2010-0668 

PR-2010-0667 

PR-2010-0671 

PR-2010-0654 

PR-2010-0658 

PR-2010-0672 

PR-2010-0673 

PR-2010-0655 

PR-2010-0656 

PR-2010-0659 

PR-2010-0660 

PR-2010-0661 

PR-2010-0670 

PR-2010-0675 

PR-2010-0676 

PR-2010-0686 

PR-2010-0687 

PR-2010-0674 

PR-2010-0678 

PR-2010-0684 

PR-2010-0680 

PR-2010-0681 

PR-2010-0682 

PR-2010-0683 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



To be used in a presentation to 
Standford University at LX-1 

1 

3 

24-Aug-10 

25-Aug-10 

Approved-No Issues-req 
consolidated resp 


Workplace & LD: Strategies for 

Success at Landmark College 

1 

21 

25-Aug-10 

25-Aug-10 

Approved-No Issues 


Export Controls for the 21st 

centur\^HHBBHI 

1 

2 

25-Aug-10 

25-Aug-10 

Approved-No Issues 


Resume for review 

1 

3 

26-Aug-10 

26-Aug-10 

Approved-No Issues 


Security Implications of Health 
Events/Global Futures Forum 14 Sept 
2010 

1 

40 

25-Aug-10 

26-Aug-10 

Approved-No Issues 


Spotlight article on WITS 

1 

4 

25-Aug-10 

27-Aug-10 

Approved-No Issues 


Certificate of Appreciation 

1 

1 

25-Aug-10 

30-Aug-10 

Approved-No Issues- 
w/changes 


BACRIMs:Paramilitaries,Cartelitos, or a 

New Monster? 

1 

29 

19-Aug-10 

30-Aug-10 

Approved-No Issues 
w/changes 


Nuclear Proliferation 

1 

17 

25-Aug-10 

30-Aug-10 

Approved-No Issues 


Defining a Terrorist Social Safehaven 

1 

9 

31-Aug-10 

31-Aug-10 

Approved-No Issues 


US Air Force staffing of Space 
Acquisition Organizations 

1 

3 

31-Aug-10 

31-Aug-10 

Approved-No Issues 


Heritage Conference Center,Chantilly 

Va. Nov 8 2010 

1 

3 

30-Aug-10 

31-Aug-10 

Approved-No Issues 


Overview of Basic 

Recruitment:Diverse Strategies 

1 

8 

27-Aug-10 

31-Aug-10 

Approved-No Issues 


Threat Preception and Intelligence 
Failure (APSA Comment) 

1 

10 

29-Aug-10 

31-Aug-10 

Approved-No Issues 


Pressuring Iran: The Need for Three- 
Dimensional Leverage 

1 

4 

29-Aug-10 

31-Aug-10 

Approved-No Issues 


Op Ed article 

1 

3 

27-Aug-10 

31-Aug-10 

Approved-No Issues 


Integrating the Intelligence Enterprise 
Management 

1 

15 

30-Aug-10 

31-Aug-10 

Approved-No Issues 


Intro to Intelligence Reform and the 
Modern Intel Community 

1 

8 

31-Aug-10 

31-Aug-10 

Approved-No Issues 


Resume for review 

1 

7 

25-Aug-10 

31-Aug-10 

Approved-No Issues 


Resume for review 

1 

3 

23-Aug-10 

l-Sep-10 

Approved-No Issues 


Resume for review 

1 

3 

l-Sep-10 

2-Sep-10 

Approved-No Issues 


Intelligence Community Capabilities 
Catalog (IC3) Video 

1 

0 

31-Aug-10 

2-Sep-10 

Approved-No Issues 


9/11 message 

1 

1 

3-Sep-10 

7-Sep-10 

Approved-No Issues 


Civil Liberties and Privacy Office, Rpt 
summary for Mar-May 2010 and Dec 

2009-Feb 2010 

1 

6 

7-Sep-10 

7-Sep-10 

Approved-No Issues 


Why Security People Suck 

1 

90 

2-Sep-10 

7-Sep-10 

Approved-No Issues 


Blurring the Boundaries between 
Anthropology and Intelligence Analysis 

1 

5 

2-Sep-10 

7-Sep-10 

Approved-No Issues 
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PR-2010-0685 


PR-2010-0679 

PR-2010-0694 

PR-2010-0688 

PR-2010-0689 

PR-2010-0692 

PR-2010-0693 

PR-2010-0706 

PR-2010-0690 

PR-2010-0691 

PR-2010-0705 

PR-2010-0716 

PR-2010-0697 

PR-2010-0698 

PR-2010-0699 

PR-2010-0707 

PR-2010-0708 

PR-2010-0696 

PR-2010-0704 

PR-2010-0709 

PR-2010-0710 

PR-2010-0712 

PR-2010-0695 

PR-2010-0701 



(b)(3). (b)(5) for all redactions in the "Venue" column. 



Letter of Recommendation form 

1 

2 

2-Sep-10 

7-Sep-10 

Approved-No Issues 

The Problem of Focus: The 
Consequenes of Too Many Choices for 
Analysts in the 1C 

1 

14 

l-Sep-10 

8-Sep-10 

Approved-No Issues 


Nine Years After 9/ll:Keeping 

America Safe 

1 

2 

9-Sep-10 

9-Sep-10 

Approved-No Issues 


New Mexico Border Security and 
Intelligence Conference 28-29 Sept 

2010 

1 

15 

8-Sep-10 

10-Sep-10 

Approved-No Issues 


Presentation to the Naval Academy 
Alumni Association Annapolis Chapter, 
Oct 19, 2010 

1 

20 

8-Sep-10 

10-Sep-10 

Approved-No Issues 


Dennis Blair on Sept 15, 2010 

1 


10-Sep-10 

10-Sep-10 

Approved-No Issues 


Incident Response Center (IC-IRC) 

1 

2 

8-Sep-10 

10-Sep-10 

Approved-No Issues 


DRDC Researchers Recognized for 
Scientific Paper 

1 

1 

7-Sep-10 

10-Sep-10 

Approved-No Issues 


No Man is an Island: How Global 

Islamist Extremism is Generated; 19 

more articles+4+4+3+9+18+1 

58 

266 

25-Aug-10 

13-Sep-10 

Approved-No Issues 


Intelligence Community Chief Human 
Capital Officer; White House Initiative, 
HBCU Sept 14, 2010 

2 

6 

7-Sep-10 

13-Sep-10 

Approved-No Issues 


Prospects for an Afghanistan Peace 
Accord 

1 

58 

10-Sep-10 

13-Sep-10 

Approved-No Issues 


Approve Remarks to Stanford Honors 
Class 

1 

0 

13-Sep-10 

13-Sep-10 

Approved-No Issues 


A Well Educated Workforce:Vital 
Component of National and Economic 
Security 

1 

14 

13-Sep-10 

14-Sep-10 

Approved-No Issues 


ODNI Information Management 

Overview 

1 

12 

13-Sep-10 

14-Sep-10 

Approved-No Issues 


Information Integration-A view from 
witnin the ODNI 

1 

37 

28-Sep-10 

14-Sep-10 

Approved-some 

restrictions 


Resume for review 

1 

3 

14-Sep-10 

14-Sep-10 

Approved-No Issues 


PAR for member in^gmgggggjg 

1 

10 

13-Sep-10 

14-Sep-10 

Approved-No Issues 

ODNI Speaker's Toolkit; FAQs about 
ODNI & 1C Employment 

2 

26 

15-Sep-10 

15-Sep-10 

Approved-No Issues 


Resume for review 

1 

4 

14-Sep-10 

15-Sep-10 

Approved-No Issues 


Global Governance 2025: At a Critical 

Juncture 

1 

69 

14-Sep-10 

15-Sep-10 

Approved-No Issues 


Trinity School of Professional Studies 

1 

12 

14-Sep-10 

15-Sep-10 

Approved-No Issues 


For Annual Conference of the Society 
for (SIOP) 

1 

4 

13-Sep-10 

15-Sep-10 

Approved-No Issues 


Why Isn't Cyberspace More Secure 

1 

3 

15-Sep-10 

16-Sep-10 

Approved-No Issues 


language intended for Facebook post 

1 

1 

16-Sep-20 

16-Sep-10 

Approved-No Issues 
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PR-2010-0702 

PR-2010-0703 

PR-2010-0714 

PR-2010-0700 

PR-2010-0713 

PR-2010-0715 

PR-2010-0711 

PR-2010-0721 

PR-2010-0724 

PR-2010-0719 

PR-2010-0720 

PR-2010-0722 

PR-2010-0723 

PR-2010-0725 

PR-2010-0726 

PR-2010-0717 

PR-2010-0718 

PR-2010-0735 

PR-2010-0736 

PR-2010-0737 

PR-2010-0731 

PR-2010-0732 

PR-2010-0733 

PR-2010-0734 

PR-2010-0728 

PR-2010-0729 

PR-2010-0730 

PR-2010-0738 



(b)(3), (b)(5) for all redactions in the "Venue" column. 



Defense Daily Open Architecture 
Conference 

1 

17 

15-Sep-10 

16-Sep-10 

Approved-No Issues 


"About the Author" 

1 

1 

16-Sep-10 

16-Sep-10 

Approved-No Issues 


IA for the IC:ICD 503 Implementation 
and DCID 6/3 Transition 

1 

22 

14-Sep-10 

16-Sep-10 

Approved-No Issues 


w/sentence and^^^g^^g| 

poster 

1 

2 

14-Sep-10 

20-Sep-10 

Approved-No Issues 


The Facilitators:Apocalypse Nine 

1 

350 

l-Sep-10 

20-Sep-10 



Information Integration Center for 

USCIS 

1 

10 

20-Sep-10 

20-Sep-10 

Approved-No Issues 


Resume for review 

1 

1 

19-Sep-10 

21-Sep-10 

Approved-No Issues 


Resume for review 

1 

3 

17-Sep-10 

21-Sep-10 

Approved-No Issues 


Information Technology Decision 
Making for the Intelligence 

Community: A Delphi Study 

1 

18 

14-Sep-10 

21-Sep-10 

Approved-No Issues 


The Intelligence Community Centers 

of Academic Excellence 

1 

6 

7-Sep-10 

22-Sep-10 

Approved-No Issues 


For discussion with uncleared 1C 

associates 

1 

3 

8-Sep-10 

22-Sep-10 

Approved-No Issues 


For American University/KEI 
conference 

1 

14 

17-Sep-10 

22-Sep-10 

Approved-No Issues 


Defensive Counterintelligence 

Program Blueprint 

1 

9 

21-Sep-10 

22-Sep-10 

Aproved-No Issues 


CLPO Website Text 

1 

5 

10-Sep-10 

22-Sep-10 

Approved-No Issues 


Review of CV 

1 

1 

21-Sep-10 

22-Sep-10 

Approved-No Issues 


Resume for review 

1 

3 

7-Sep-10 

23-Sep-10 

Approved-No Issues 


Drafted by former DNI Blair 

1 

45 

22-Sep-10 

23-Sep-10 



(^^^^■Maintenance Study 

1 

6 

27-Sep-10 

27-Sep-10 

Approved-No Issues 

Resume for review 

1 

3 

22-Sep-10 

27-Sep-10 

Approved-No Issues 


Resume for review 

1 

2 

23-Sep-10 

27-Sep-10 

Approved-No Issues 


1C Civilian Joint Duty Program 
Implementing Instructions-Technical 
Amendment 

1 

12 

24-Sep-10 

28-Sep-10 

Approved-No Issues 


Balancing Cybersecurity:a Discipline 

Still in its Infancy 

1 

8 

23-Sep-10 

28-Sep-10 

Approved-No Issues 


Resume for review 

1 

6 

27-Sep-10 

28-Sep-10 

Approved-No Issues 


Resume for review 

1 

3 

27-Sep-10 

28-Sep-10 

Approved-w/changes 


Intelink 

1 

20 

29-Sep-10 

29-Sep-10 

Approved-No Issues 


Quotes to be used in a book 

1 

1 

29-Sep-10 

29-Sep-10 

Approved-No Issues 


NDU/AFCEA Cloud Computing Conf. in 
London 10/27 

1 

8 

24-Sep-10 

29-Sep-10 

Approved-No Issues 


A Place to hide: Determining the Effect 
of Local Popular Support on Terrorist 
Safe Havens 

1 

17 

29-Sep-10 

29-Sep-10 

Approved-No Issues 


000038 












































































